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Directory  of  the  University 


The  Divisions  of  New  York  University  and  their  respective  locations 
are  as  follows  : 

AT  UNIVERSITY  HEIGHTS 

The  University  College  [1832] 

The  School  of  Applied  Science  [1862] 

The  Summer  School  [1895] 

AT  THE  UNIVERSITY  BUILDING  WASHINGTON  SQUARE 
The  University  Law  School  [1835] 

The  Graduate  School  [1886] 

[Except  courses  in  Science,  which  are  given  at  University  Heights.] 
The  School  of  Pedagogy  [1890] 

The  Woman’s  Law  Class  [1890] 

The  School  of  Commerce,  Accounts  and  Finance  [1900] 

The  Washington  Square  Collegiate  Division  [1903] 

AT  EAST  TWENTY-SIXTH  STREET  AND  FIRST  AVENUE 
The  University  and  Bellevue  Hospital  Medical  College  [1841] 
AT  141  WEST  FIFTY-FOURTH  STREET 

The  New  York-American  Veterinary  College  [1899] 

The  General  Administrative  Offices  of  the  University,  and  oi 
the  University  Council,  which  is  the  University  Corporation,  are  at 
Washington  Square. 

The  University  Library  is  at  University  Heights,  with  branches  for 
Law  and  Pedagogy  at  Washington  Square. 

The  University  and  Bellevue  Hospital  Medical  College  is  situated  at  the 
southwest  corner  of  First  Avenue  and  26th  Street  and  may  be  reached  from 
the  surface , elevated  and  subway  lines  by  way  of  the  eastbound  23d  and 
28th  Street  crosstown  cars. 

The  office  hours  of  the  Dean  are  Monday  and  Thursday.  2-3  P.M. , and 
by  appointment , and  of  the  Corresponding  Secretary , Tuesday  and  Friday , 
2-3,  and  by  appointment.  The  office  will  be  open  daily , except  Saturday 
afternoon , for  registration  of  students  and  general  information. 

Special  circulars  of  the  various  schools  will  be  sent  free  upon  application 
to  New  York  University , Washington  Square , N.  Y,  In  writing  please 
state  which  circular  is  desired.  The  General  Catalogue  will  be  sent  upon 
receipt  of  tweniy-fve  cents. 


r.V  w 

CONTftt&W 

v,  , ^ iq?" 

^ 1 “ 

\U-'^^GE 

Fa“r : : ; ; : : : : ; ; : : :m^a. y : : : : : : i 

College  Clinic 9 

General  Announcement 12 

College  Buildings 13 

Requirements  for  Admission 15 

Admission  to  Advanced  Standing 16 

Requirements  for  Graduation 18 

Elective  Five  Year  Course 19 

Outline  of  Curriculum 20 

Tabulated  Summary  of  Studies 27 

Methods  of  Instruction * 28 

Graduate  Courses 51 

Clinical  Facilities 56 

Prizes  and  Hospital  Appointments . 60 

Miscellaneous  Information 62 

Board 62 

Correspondence 62 

Fees  and  Expenses , 62 

Regents’  Entrance  Examination  and  Certificates 63 

Textbooks 66 

Special  University  Announcement 67 

Matriculants 68 

Alumni  Association 76 

Council  of  the  University 77 

University  Statistics 78 


Annual  Calendar 

1906— Oct.  3. — Instruction  begins  Wednesday. 

Nov.  6. — Election  Day,  holiday,  Tuesday. 

Nov.  29-Dec.  3. — Thanksgiving  holidays. 

Dec.  22-Jan.  5 inclusive. — Christmas  holidays. 

907— Feb.  12. — Lincoln’s  Birthday,  holiday,  Tuesday. 
Feb  22. — Washington’s  Birthday,  Friday. 

Mar.  29-30 — Easter  Holidays,  Friday  and  Saturday 
June  5. — Commencement,  Wednesday. 


FACULTY  OF  MEDICINE 


HENRY  M.  MacCRACKEN,  D.D.,  LL.D., 

Chancellor  of  the  University 

EDWARD  G.  JANEWAY,  M.D.,  LL.D., 

Professor  of  Medicine 

Theodore  C.  Janeway,  M.D.,  Chief  of  Clinic 

A.  ALEXANDER  SMITH,  M.D.,  LL.D., 

Professor  of  Principles  and  Practice  of  Medicine  and  Clinical  Medicine 
Robert  J.  Carlisle,  M.D.,  Chief  of  Clinic 

HERMANN  M.  BIGGS,  M.D., 

Secretary  ; Professor  of  Clinical  Medicine , and  Adjunct  Professor  of 
Principles  and  Practice  of  Medicine 
John  H.  Huddleston,  M.D.,  Chief  of  Clinic 

JOSEPH  D.  BRYANT,  M.D., 

Professor  of  the  Principles  and  Practice  of  Surgery , Operative  and 
Clinical  Surgery 

William  C.  Lusk,  M.D.,  Chief  of  Clinic 

AUSTIN  FLINT,  Jr.,  A.M.,  M.D., 

Professor  of  Obstetrics  and  Clinical  Professor  of  Gynaecology 

GEORGE  D.  STEWART,  M.D., 

Professor  of  Anatomy  and  Clinical  Surgery 

EGBERT  LE  FEVRE,  M.D., 

Dean  f Professor  of  Therapeutics  and  Clinical  Medicine 
Samuel  A.  Brown,  M.D.,  Chief  of  Clinic 

GRAHAM  LUSK,  Ph.D.,  F.R.S.  (Edin.) 

Professor  of  Physiology 

EDWARD  K.  DUNHAM,  M.D.,  t 

Professor  of  Pathology 

HENRY  C.  COE,  M.D., 

Professor  of  Gynaecology 

William  E.  Studdiford,  M.D.,  Chief  of  Clinic 
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B.  FARQUHAR  CURTIS,  M.D., 

Professor  of  the  Principles  of  Surgery  and  Clinical  Surgery 
John  Douglas,  M.D.,  Chief  of  Clinic 

F.  TILDEN  BROWN,  M.D., 

Professor  of  Genito-  Urinary  Surgery 
Alfred  T.  Osgood,  M.D.,  Chief  of  Clinic 

HENRY  G.  PIFFARD,  M.D.,  LL.D., 

Emeritus  Professor  of  Dermatology 

PRINCE  A.  MORROW,  M.D., 

Emeritus  Professor  of  Genito- Urinary  Diseases 

EDWARD  D.  FISHER,  M.D., 

Professor  of  Mental  and  Nervous  Diseases 
Francis  A.  Scratchley,  M.D.,  Chief  of  Clinic 

FRANCKE  H.  BOSWORTH,  M.D., 

Emeritus  Professor  of  Diseases  of  the  Throat 

BEVERLEY  ROBINSON,  M.D., 

Clinical  Professor  of  Medicine 

WILLIAM  P.  NORTHRUP,  M.D., 

Professor  of  Pediatrics 

Rowland  G.  Freeman,  M.D.,  Chief  of  Clinic 

ALEXANDER  E.  MACDONALD,  LL.B.,  M.D., 

Emeritus  Professor  of  Medical  Jurisprudence  and  Psychological  Medicine 

CARLOS  F.  MACDONALD,  M.D., 

Professor  of  Mental  Diseases  and  Medical  Jurisprudence 

JOHN  A.  FORDYCE,  M.D., 

Professor  of  Dermatology  and  Sy philology 
A.  D.  Newborn,  M.D.,  Chief  of  Clinic 
JOHN  A.  MANDEL,  Sc.D., 

Professor  of  Chemistry  and  Physics  and  of  Physiological  Chemistry 

EDWARD  B.  DENCH,  M.D., 

Professor  of  Otology 

Philip  D.  Kerrison,  M.D.,  Chief  of  Clinic 

WILLIS  E.  FORD,  M.D., 

Professor  of  Electro- Therapeutics 

CHARLES  E.  QUIMBY,  M.D., 

Clinical  Professor  of  Medicine 
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WILLIAM  H.  PARK,  M.D., 

Professor  of  Bacteriology  and  Hygiene 

CORNELIUS  G.  COAKLEY,  M.D., 

Professor  of  Laryngology 

JOHN  F.  ERDMANN,  M.D., 

Clinical  Professor  of  Surgery 

REGINALD  H.  SAYRE,  M.D., 

Clinical  Professor  of  Orthopedic  Surgery 
Filip  J.  Wettervik,  Chief  of  Clinic 

JASPER  J.  GARMANY,  M.D., 

Clinical  Professor  of  Surgery 

WILLIAM  C.  LUSK,  M.D., 

Professor  of  Clinical  Surgery , and  Lecturer  on  Diseases  of  the  Rectum 

MAJOR  LOUIS  A.  LA  GARDE,  M.D.,  U.S.A., 

Professor  of  Military  Surgery 

JOHN  E.  WEEKS,  M.D., 

Professor  of  Ophthalmology 

HARLOW  BROOKS,  M.D., 

Assistant  Professor  of  Pathology 

HENRY  M.  SILVER,  M.D., 

Clinical  Professor  of  Surgery 

GEO.  B.  WALLACE,  M.D., 

Professor  of  Pharmacology. 

JULIUS  A.  BECKER,  M.D 
Professor  of  Practical  Anatomy 
PARKER  SYMS,  M.D., 

Clinical  Professor  of  Surgery 

HERMANN  A.  HAUBOLD,  M.D., 

Clinical  Professor  of  Surgery  and  Demonstrator  of  Operative  Surgery 

J.  R.  MURLIN,  Ph.D. 

Assistant  Professor  of  Physiology. 

ALVAH  H.  DOTY,  M.D., 

Lecturer  on  Quarantine  Sanitation 

WILLIAM  A.  PURRINGTON,  ESQ., 

Lecturer  on  Law  in  Relation  to  Medical  Practice 

ROBERT  J.  CARLISLE,  M.D., 

Clinical  Lecturer  on  Medicine 
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CHARLES  H.  LEWIS,  M.D., 

Clinical  Lecturer  on  Medicine 

E.  H.  GRIFFIN,  M.D., 

Clinical  Lecturer  on  Diseases  of  the  Throat 

JOHN  VAN  DER  POEL,  M.D., 

Clinical  Lecturer  on  Genito-  Urinary  Diseases 

ROWLAND  G.  FREEMAN,  M.D., 

Clinical  Lecturer  on  Pediatrics 

WILLIAM  P.  BRANDEGEE,  M.D., 

Clinical  Lecturer  on  Otology 
SAMUEL  A.  BROWN,  M.D., 
Corresponding  Secretary  and  Lecturer  on  Medicine 
WILLIAM  E.  STUDDIFORD,  M.D., 

Lecturer  on  Gyncecology 

ROBERT  J.  WILSON,  M.D., 

Lecturer  on  Bacteriology 

PHILIP  D,  KERRISON,  M.D., 

Clinical  Lecturer  on  Otology 

CHARLES  B.  SLADE,  M.D., 

Lecturer  on  Life  Insurance  Examination 

ROBERT  C.  JAMES,  M.D., 

Lecturer  on  Obstetrics 

HENRY  W.  WANDLESS,  M.D., 

Lecturer  on  Opthalmology 

EUGENE  W.  CALDWELL,  M.D., 

Director  Edward  N.  Gibbs  Memorial  X-Ray  Laboratory 

Special  appointment  for  iqo6-j  : 
PROFESSOR  FRIEDRICH  MULLER, 
Professor  of  Medicine,  University  of  Munich 
Herter  Lecturer  on  Pathological  Chemistry 


INSTRUCTORS  AND  DEMONSTRATORS 

John  H.  Huddleston,  M.D.,  Instructor  in  History  Taking ; Clinicat 
Registrar 

George  L.  Brodhead,  M.D.,  Instructor  in  Obstetrics 
. J.  Pulley,  M.D.,  Instructor  in  Medicine 
S.  Boynton,  M.D.,  Demonstrator  of  Anatomy 
J.  Edgar  Welch,  M.D.,  Instructor  in  Pathology 
James  F.  Nagle,  M.D.,  Instructor  in  Bandaging  and  Surgical  Dressing 
J.  Douglas,  'NIX).,  Instructor  in  Surgery 
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Eben  Fosketp,  M.D.,  Clinical  I ns  tr  tic  tor  in  Gyntzcology 
Francis  A.  Scratchley,  M.D.,  Clinical  Instructor  in  Nervous  Diseases 
and  Electro  Therapeutics 

Henry  L.  Winter,  M.D.,  Clinical  Instructor  in  Nervous  Diseases 
W.  A.  Chishholm,  M.D.,  Clinical  Instructor  in  Laryngology 
William  B.  Trimble,  M.D.,  Clinical  Instructor  in  Dermatology 
Matthias  Nicoll,  Jr.,  M.D.,  Clinical  Instructor  in  Pediatrics 
Eli  Long,  M.D.,  Clinical  Instructor  in  Pediatrics. 

G.  Reese  Satterlee,  M.D.,  Instructor  in  Histology  and  Embryology 
Geo.  H.  Bell,  M.D.,  Clinical  Instructor  in  Ophthalmology 
Wm.  M.  Ford,  M.D.,  Instructor  in  Surgery 

Alfred  T.  Osgood,  M.D.,  Instructor  in  Genito-Urinary  Diseases 
Edward  S.  McSweeny,  M.D.,  Demonstrator  of  Anatomy 
Stanley  D.  Curran,  M.D.,  Instructor  in  Physical  Diagnosis 
Arthur  R.  Mandel,  M.D.,  Instructor  in  Applied  Pathology 
Albert  S.  Morrow,  M.D.,  Instructor  in  Obstetrics 
E.  B.  Coues,  M.D.,  Instructor  in  Pathology 
Howard  C.  Hanscom,  M.D.,  Instructor  in  Embryology 
Curtis  F.  Claassen,  M.D.,  Instructor  in  Pharmacology 
Faxton  E.  Gardner,  M.D.,  Instructor  in  Genito-Urinary  Diseases 
Charles  B.  Slade,  M.D.,  Instructor  in  Medicine 
G.  M.  MacKee,  Instructor  in  Dermatology 
John  McCoy,  M.D. , Instructor  in  Laryngology 
Charles  J.  Robinson,  Ph.D.,  Instructor  in  Chemistry 
Douglas  Symmers,  M.D.,  Instructor  in  Pathology 
ASSISTANTS 

Assistant  to  the  Chair  of  Principles  and 
and  Practice  of  Medicine 

■ant  to  the  Chair  of  Mental  Diseases 
Frank  W.  Shipman,  M.D.,  Assistant  in  Bacteriology 
W.  Reid  Blair,  D.V.S.,  Assistant  in  Pathological  Histology 
L.  B.  Goldhorn,  Assistant  in  Applied  Pathology 
Theodore  Jacob  Abbott,  M.D.,  Assistant  in  Histology 
Lewis  P.  Addoms,  M.D.,  Assistant  in  Histology 
Herman  Rosenberg,  M.D.,  Assistant  to  the  Chair  of  Nervous  Diseases 
Albert  E.  Sellenings,  M.D.,  Assistant  Demonstrator  of  Anatomy 
James  Birckhead,  M.D.,  Assistant  to  the  Chair  of  Pediatrics 
C.  L.  Anthony,  M.D.,  Assistant  in  Physical  Diagnosis 
A.  J.  Huey,  M.D.,  Assistant  in  Laryngology 
N.  N.  Morse,  M.D.,  Assistant  Demonstrator  in  Anatomy 
S.  R.  Blatteis,  M.D.,  Assistant  in  Pathology 
John  McCabe,  M D.,  Assistant  to  the  Chair  of  Pedriatics 
C.  J.  Dillon,  M.D.,  Assistant  to  Chair  of  Pedriatics 
John  A.  Robinson,  M.D.,  Assistant  to  Chair  of  Otology 
Chas.  H.  Boxmeyer,  M.D.,  Assistant  to  Chair  of  Bacteriology 
S.  M.  Milliken,  Jr.,  M.D,,  Assistant  in  Histology 
Joseph  V.  Standish,  Clerk 


W.  N.  Berkeley, 

John  H.  Huber, 

Albert  W.  Ferris, 

John  R.  Knapp,  M.D.,  Assis 


M.D.,  ) 

M.D.,  [ 

lis,  M.D.,  ) 
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THE  COLLEGE  CLINIC 


Department  of  Medicine 

Chiefs  of  Clinic 

William  J.  Pulley,  M.D.,  S.  A.  Brown,  M.D. 

A ttending  Physicians 

P.  D.  Shultz,  M.D.,  S.  D.  Curran,  M.D., 

F.  R.  Boyd,  M.D.,  C.  L.  Antony,  M.D., 

S.  Kahn,  M.D. 

Assistant  Attending  Physicians 

A.  C.  Butts,  M.D.,  N.  N.  Stark,  M.D., 

O.  L.  Mulot,  M.D.,  F.  L.  Nelson,  M.D., 

E.  Levy,  M.D., 


Department  of  Surgery 

Chief  of  Clinic 
Ernest  Fahnestock,  M.  D. 

Attending  Surgeons 

C.  S.  James,  M.D.,  H.  O.  Houghton,  M.D., 

Arthur  G.  Keane,  M.D.  A.  A.  Wren,  M.D., 

Assistant  Attending  Surgeons 

Royal  A.  McCune,  M.D.,  Harold  Frank. 

Thomas  D.  Lucus,  M.D. 


Department  of  Gynaecology 

Chief  of  Clinic 
W.  E.  Studdiford,  M.D. 

A ttending  Gyncecologists 


V.  Fredrickson,  M.D. 


F.  C.  Heckel,  M.D 
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Department  of  Diseases  of  Children 

Chief  of  Clinic 

Rowland  G.  Freeman,  M.D. 

A ttending  Physicians 

Eli  Long,  M.D.,  Matthias  Nicoll,  Jr.,  M.D., 

C.  J.  Dillon,  M.D.,  John  McCabe,  M.D. 

Assistant  Attending  Physicians 

James  Birkhead,  M.D.,  F.  O.  Garrison,  M.D. 

Department  of  Neurology 

Chief  of  Clinic 
F.  A.  SCRATCHLEY,  M.D. 

A ttending  Neurologists 

H.  L.  Winter,  M.D.,  Wm.  Steinach,  M.D. 

Assistant  Attending  Neurologists 

Herman  Rosenberg,  M.D.,  J.  B.  Gere,  M.D. 

Department  of  Laryngology 

Chief  of  Clinic 

Professor  C.  G.  Coakley,  M.D. 

Attending  Laryngologists 

W.  A.  Chisholm,  M.D.,  John  McCoy,  M.D. 

Assistant  Attending  Laryngologists 

S.  J.  Keefe,  M.D.,  A.  J.  Huey,  M.D. 

Department  of  Dermatology 

Chief  of  Clinic 
W.  B.  Trimble,  M.D. 

A ttending  Dermatologists 

A.  S.  Morrow,  M.D.  G.  M.  MacKee,  M.D., 

Assistant  Attending  Dermatologists 

E.  P.  McGavock,  M.D.,  P.  A.  Reque,  M.D., 

E.  C.  Jagle,  M.D.,  D.  L.  Sohn,  M.D., 

M.  H.  Funk,  M.D. 

Department  of  Genito-Urinary  Diseases 

Chief  of  Clinic 
John  Van  der  Poel,  M.D. 

Attending  Surgeons 

W.  E.  Bailey,  M.B.,  B.Sc.  (Edin.),  Faxton  E.  Gardner,  M.D.  (Paris) 
Assistant  Attending  Surgeons 

Francis  Auersperg,  M.D.,  B.  Frank,  M.D., 

Adolph  Brand,  M.D.,  Joseph  Coleman’  M.D. 

Nurse 

W.  M.  Delavan 
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Department  of  Ophthalmology 

Chief  of  Clinic 

Henry  W.  Wandless,  M.D. 
Attending  Ophthalmologist 
Geo.  H.  Bell,  M.D. 

Assistant  Attending  Ophthalmologists 
W.  H.  Holzapfel,  M.D., 

Department  of  Otology 

Chief  of  Clinic 
P.  D.  Kerrison,  M.D. 

Attending  Otologist 
B.  Frank  Knause,  M.D. 

Assistant  Attending  Otologist 
Samuel  K.  Frost,  M.D. 

Department  of  Diseases  of  the  Rectum 

Chief  of  Clinic 

Professor  Wm.  C.  Lusk,  M.D. 
Attending  Surgeon 
E.  S.  McSweeny,  M.D. 

Assistant  Attending  Surgeon 

E.  I.  Huppert 

Department  of  Orthopaedic  Surgery 

Chief  of  Clinic 
Prof.  R.  H.  Sayre 
Attending  Surgeon 
Dr.  Filip  Wettervik 

Apothecary 

F.  C.  Raymond 
Assistant  Apothecary 
W.  H.  Weygandt 

Nurse 

Miss  Mary  M.  Mooney 
Assistant  Nurses 
Miss  Coralyn  E.  Baker 
Mrs.  S.  A.  Ferris 
Masseur 

T.  A.  Melander 
Masseuse 

Miss  Helen  Hilf 
Miss  Eleanor  Kearney 

Registrar 

Wm.  O’Reilly 
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General  Announcement 


The  University  and  Bellevue  Hospital  Medical  College  was  established 
in  its  present  form  and  became  an  intregal  part  of  the  New  York 
University  in  1898  by  the  union  of  the  University  Medical  College 
and  Bellevue  Hospital  Medical  College.  The  former  was  founded  in 
1841  and  the  latter  in  1861. 

The  graduates  of  the  former  colleges,  as  well  as  graduates  of  the 
present  consolidated  college,  have  been  placed  on  the  records  of  the 
New  York  University  and  are  entitled  to  all  the  advantages  of  University 
Alumni  (See  page  76). 

The  object  of  the  Faculty  is  now,  as  it  was  in  the  older  schools,  the 
professional  training  of  men,  most  of  whom  are  to  devote  their  energies 
to  the  actual  practice  of  medicine.  The  college  will  therefore  stead- 
fastly adhere  to  the  principles  of  practical  medical  education,  endeavor- 
ing to  fit  its  graduates  for  the  practice  of  medicine  on  the  basis  of  a 
thorough  scientific  training. 

The  curriculum  has  been  arranged  so  as  to  present  a carefully 
graded  course  of  four  years.  The  work  of  each  year  is  thoroughly 
systematized,  and  correlated  subjects  are  taken  up  in  their  proper  order. 
The  advantage  of  a close  personal  relationship  between  the  members 
of  the  Faculty  and  the  individual  members  of  the  classes  is  recognized, 
and  the  instruction  is  so  arranged  that  this  relationship  may  be 
established  to  the  fullest  extent  possible. 

Clinical  and  bedside  teaching  in  the  college  clinic  and  in  the  wards 
of  the  hospital,  systematic  section  teaching  in  the  practical  departments 
and  practical  work  in  the  special  subjects  is  emphasized  to  the  greatest 
possible  degree,  and  is  conjoined  with,  and  founded  upon,  practical 
laboratory  work,  recitations,  and  didactic  teaching.  The  completion 
of  the  new  laboratory  building  and  the  enlargement  of  the  college 
clinic  allows  of  a still  further  extension  of  laboratory  and  clinical 
courses. 

The  session  for  1906-1907  begins  on  Wednesday,  October  3,  1906. 
The  college  occupies  at  present  three  large  buildings  situated  on  the 
corner  of  First  Avenue  and  Twenty-sixth  Street,  diagonally  opposite 
the  entrance  of  Bellevue  Hospital.  They  are  easily  reached  by  surface 
cars  from  any  part  of  the  city. 
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I.  College  Building 

This  building  was  erected  by  the  Faculty  of  the  Bellevue  Hospital 
Medical  College  in  1897  and  1898  to  meet  the  demands  for  the  larger 
classes  and  the  increase  in  the  curriculum.  It  was  transferred  to  the 
New  York  University  at  the  time  of  the  consolidation  of  the  two  schools. 

This  building  is  situated  on  the  corner  of  First  Avenue  and  Twenty- 
sixth  Street  and  adjoins  the  Carnegie  Laboratory,  and  the  New 
Laboratory  Building,  with  which  it  is  connected.  The  site  is  particularly 
fortunate,  as  it  is  well  lighted  both  from  the  Avenue  and  Twenty-sixth 
Street.  It  is  diagonally  opposite  the  grounds  of  Bellevue  Hospital  and 
convenient  to  the  Department  of  Charities  pier,  at  the  foot  of  East 
Twenty-sixth  Street,  from  which  boats  connect  the  city  with  the  large 
institutions  on  Blackwell’s,  Ward’s,  and  Randall’s  Islands. 

The  building  is  six  stories  high.  The  ground  floor  accommodates 
part  of  the  college  clinic  for  the  outdoor  sick  poor.  The  building  also 
contains  two  large  and  splendidly  lighted  lecture  rooms. 

The  Department  of  Physiology  occupies  the  Fourth  Floor.  The 
completion  of  the  New  Laboratory  Building  has  allowed  of  the  enlarge- 
ment of  the  General  Laboratory  which  has  been  equipped  with  new 
tables  and  apparatus  for  the  use  of  the  students  in  the  courses  of  Prac- 
tical Physiology. 

The  Department  of  Pathology  occupies  the  Fifth  Floor.  It  contains 
numerous  small  research  laboratories,  balance  rooms  and  a laboratory 
for  research  work  in  Pathological  Chemistry,  also  a pathological 
museum  which  is  open  to  students  and  to  graduates  in  medicine. 
Working  libraries  form  portions  of  the  equipment  in  the  Departments 
of  Physiology  and  Pathology,  and  are  accessible  to  the  students. 

The  Anatomical  Department  occupies  the  top  floor  which  contains  a 
spacious  and  well-lighted  and  ventilated  dissecting  room,  demonstration 
rooms,  rooms  for  prosecting  and  for  the  preparation  of  anatomical 
specimens  and  an  anatomical  museum.  There  is  also  a bone  room  and 
an  anatomical  study  room  for  the  use  of  students. 

The  removal  of  some  of  the  class  room  laboratories  to  the 
New  Laboratory  Building  allows  of  immediate  additions  to  the 
physiological  and  pharmacological  laboratories  and  the  pathological 
museum,  and  furnishes  greater  facilities  for  research  workers. 

The  experience  of  the  preceding  sessions,  during  which  time  the 
building  has  been  in  use,  has  demonstrated  its  admirable  adaptation  to 
the  purposes  for  which  it  was  planned. 

II.  Carnegie  Laboratory 

The  Carnegie  Laboratory,  the  generous  gift  to  the  Bellevue  Hospital 
Medical  College  of  Mr.  Andrew  Carnegie,  is  situated  at  Nos.  338  and 
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340  East  Twenty-sixth  Stieet,  adjoining  and  communicating  with  the 
New  College  building. 

It  is  a five-story  building  devoted  to  instruction  and  investigations 
in  pharmacology,  bacteriology,  hygiene  and  other  subjects  affiliated 
with  medicine.  There  is  one  large  auditorium  for  didactic  teaching  ; 
a special  laboratory  for  experimental  pharmacology ; commodious 
quarters  for  the  department  of  bacteriology  and  a number  of  smaller 
rooms  devoted  to  the  work  of  preparation  for  the  instruction  of  the 
college  classes. 

III.  New  Laboratory  Building 

The  council  of  the  New  York  University,  on  the  recommendation  of 
the  faculty  of  medicine,  has  erected  a six-story  edifice  adjoining  and 
harmonizing  in  its  architecture  with  the  main  college  building.  It  will 
furnish  needed  accommodations  for  the  increasing  number  of  students, 
and  render  possible  a further  extension  and  elaboration  of  the  laboratory 
work. 

The  first  floor  of  the  new  building  and  part  of  the  second  are  occupied 
by  an  extension  of  the  College  Clinic.  This  gives  greatly  needed  room 
for  the  treatment  of  the  sick  poor,  and  the  clinical  teaching  in  the 
different  departments.  The  second  floor  is  used  for  laboratories  of 
clinical  chemistry  and  microscopy,  for  the  examination  of  specimens 
sent  from  the  college  clinic,  and  from  the  medical  and  surgical  services 
of  the  college  in  Bellevue  Hospital.  Students  of  the  third-  and  fourth- 
year  classes  have  regularly  assigned  work  in  this  laboratory  and  are 
thoroughly  trained  in  the  methods  of  clinical  diagnosis.  The  third, 
fourth  and  fifth  floors  are  occupied  by  large  class  room  laboratories 
devoted  respectively  to  normal  and  pathological  histology,  bacteriology 
and  applied  pathology  and  chemistry.  These  laboratories  are  con- 
nected with  the  research  laboratories  and  general  preparation  rooms  in 
the  main  college  building. 

The  class-room  laboratories  thus  provided  are  large  and  com- 
modious, admirably  lighted  from  two  sides,  and  afford  exceptional 
facilities  for  teaching  purposes.  The  sixth  floor  accommodates  the 
increasing  work  in  anatomy,  experimental  surgery  and  operative 
surgery  on  the  cadaver. 

College  Clinic 

The  College  Clinic  occupies  the  ground  floor  of  the  main  college  build- 
ing, and  the  first  floor  and  part  of  the  second  floor  of  the  New  Laboratory 
Building.  There  are  classes  for  the  treatment  of  general  medical  and 
surgical  cases  and  of  diseases  of  the  eye,  ear,  nose,  throat  and  skin, 
diseases  of  women  and  children,  and  venereal  and  nervous  diseases,  etc. 
The  Clinic  is  one  of  the  largest,  if  not  the  largest  clinic  in  New  York 
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City  for  the  treatment  for  the  out-door  sick  poor.  During  the  past 
year  over  100.000  cases  were  treated.  This  statement  affords  a good 
indication  of  the  almost  unlimited  amount  of  clinical  material  which 
is  available  for  the  students  of  this  college  for  clinical  instruction  and 
study.  The  hour  cards  for  the  third-  and  fourth-year  classes  are  so 
arranged  that  in  addition  to  the  stated  clinics  the  students  are  daily 
occupied  in  practical  clinical  work  in  the  College  Clinic  and  in  Bellevue 
Hospital. 

Bellevue  Hospital 

A large  number  of  the  general  clinics  and  most  of  the  bed-side  teaching 
to  the  fourth-year  class  is  given  in  the  wards  of  Bellevue  Hospital. 

The  members  of  the  Faculty,  who  are  attending  physicians  and 
surgeons  to  the  Hospital,  hold  regular  clinics  in  the  large  amphi- 
theatre, and  small  sections  of  the  classes  are  taken  into  the  wards  where 
the  students  are  required  to  examine  patients  suffering  from  various 
medical  and  surgical  diseases.  Students  of  the  fourth-year  class  are 
also  regularly  assigned  to  the  care  of  cases  in  the  wards  under  the 
supervision  of  the  attending  and  house  staffs. 

The  Hospital  itself  is  one  of  the  largest  in  this  country  and  has 
always  been  distinguished  for  the  abundance  of  its  clinical  material. 
The  Board  of  Estimate  of  New  York  City  has,  however,  recently 
authorized  a large  appropriation  for  the  erection  of  a new  Bellevue 
Hospital.  Plans  for  the  new  building  have  been  drawn  and  the 
Trustees  of  the  Hospital  have  commenced  the  erection  of  the  new 
pavilions.  When  completed  it  will  have  accommodations  for  nearly 
2,000  patients.  The  estimated  cost  is  over  $8,000,000. 

Requirements  for  Admission 

General  Requirements 

1.  Candidates  for  the  degree  of  M.D.  must  furnish  satisfactory  evidence 
of  good  moral  character. 

2.  No  entrance  examinations  are  conducted  at  this  College,  but  all 
students  who  matriculate  with  the  intention  of  becoming  candidates  for 
the  degree  of  doctor  of  medicine  must  obtain  a “Medical  Student’s 
Certificate”  according  to  the  rules  and  regulations  of  the  Education 
Department  of  the  State  of  New  York.  {See page  63.) 

3.  Students  desiring  to  do  special  work  may  matriculate  at  any  time 
during  the  year  as  special  students.  Such  applicants,  however,  cannot 
subsequently  become  candidates  for  graduation  at  this  College  without 
full  compliance  with  the  terms  of  admission  and  graduation  as  set  forth 
in  this  catalogue. 
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Registration  and  Matriculation 

Students  on  entering  the  College  will  be  required  to  register  and  pay 
the  registration  fee  of  $5.  They  will  receive  a receipt  for  this  fee  which 
receipt  will  be  exchanged  for  a certificate  of  full  or  conditional  matricu- 
lation when  they  shall  have  complied  with  the  Regents’  requirements 
for  such  matriculation.  Students  who  have  already  been  matriculated 
at  a medical  college  in  the  State  of  New  York,  according  to  the  Regents, 
requirements  and  those  who  already  hold  medical-student  certificates 
will  be  matriculated  immediately  on  registration. 

Admission  to  Advanced  Standing* 

(a)  Requirements  for  Admission  to  Advanced  Standing  in  the 

First  Year 

Graduates  in  Arts  or  Science  of  a college  recognized  by  this 
University,  including  colleges  of  Pharmacy  and  Dentistry,  who  have 
taken  either  a preparatory  medical  course  or  special  courses  in  organic 
and  inorganic  chemistry,  physics,  physiology,  or  bacteriology,  will  be 
given  credit  for  the  work  which  they  have  done  and  will  be  excused 
from  the  lectures  and  recitations  upon  these  subjects  and  from  the 
exercises  of  the  chemical  laboratory  in  the  first  year  provided  they  pass 
satisfactory  examinations  before  the  professors  of  these  departments. 
This  arrangement  will  enable  such  students  to  give  more  time  to 
dissection  and  advanced  laboratory  work. 

Students  who  have  had  training  in  microscopical  technique  or  in  his- 
tology will  be  given  advanced  work  in  the  histological  laboratory. 

(b)  Requirements  for  Admission  to  the  Second  Year 

Students  who  fulfill  the  following  requirements  may  enter  the  Second 
Year. 

1.  An  amendment  to  the  medical  law  passed  by  the  Legislature  of 
1902  provides  that  the  Regents  may  in  their  discretion  accept  as  the 
equivalent  of  the  first  year  of  the  four-year  medical  course  evidence  of 
graduation  from  a registered  academic  college  course,  provided  that 
such  college  course  shall  have  included  not  less  than  the  minimum 
requirements  prescribed  by  the  Regents  for  such  admission. 

Students  who  desire  to  avail  themselves  of  this  exemption  can  obtain 
detailed  information  concerning  the  requirements  prescribed  by  the 
Regents  and  the  necessary  blanks  by  applying  to  the  Corresponding 
Secretary. 

* Students  will  not  be  admitted  to  advanced  standing  if  they  have  not  satis- 
factorily completed  the  work  in  the  colleges  at  which  they  have  taken  their 
previous  courses. 
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Students  who  have  attended  one  or  more  courses  in  other  medical 
colleges  will  be  admitted  to  advanced  standing  in  this  College  under 
the  following  conditions  : 

2.  They  must  present  evidence  of  having  satisfactorily  completed  one 
full  course  of  instruction  in  a registered  medical  college. 

3.  They  must  present  evidence  of  having  satisfactorily  completed 
laboratory  courses  in  Normal  Histology,  Chemistry,  Bacteriological 
Technique,  and  Dissection,  approximately  equivalent  to  those  included 
in  the  curriculum  of  this  College  during  the  first  year,  and, 

4.  They  must  pass  examinations  upon  Anatomy,  Physiology,  Chem- 
istry, and  Normal  Histology,  similar  to  those  taken  by  the  students  of 
the  class  to  which  they  seek  admission  unless  the  credentials  from 
the  college  where  previous  work  has  been  done  are  accepted  by  the 
Faculty. 

Students  who  pass  the  preliminary  examinations  in  two  of  the  follow- 
ing subjects,  viz.,  Anatomy,  Physiology,  or  Chemistry,  may  enter  the 
Second  Year  Class.  But  all  conditions  must  be  removed  before  the 
beginning  of  the  Third  Year. 

(1 c ) Requirements  for  Admission  to  the  Third  Year 

Students  who  fulfill  the  following  requirements  may  enter  the  Third 
Year  without  conditions  : 

1.  They  must  present  evidence  of  having  satisfactorily  completed 
two  full  courses  of  instruction  in  an  accredited  medical  college. 

2.  They  must  present  evidence  of  having  satisfactorily  completed 
laboratory  courses  in  Normal  and  Pathological  Histology,  Bacteriolog- 
ical Technique,  Chemistry,  Materia  Medica,  and  Pharmacology,  approxi- 
mately equivalent  to  the  courses  included  in  the  curriculum  of  this  Col- 
lege, and  they  must  also  have  completed  two  courses  in  Dissection,  and 

3.  They  must  pass  examinations  in  Anatomy,*  Physiology,*  Chemis- 
try,* Pharmacology,  General  Pathology,  and  Normal  and  Pathological 
Histology,  similar  to  those  taken  by  the  students  of  the  class  to  which 
they  seek  admission  unless  the  credentials  from  the  college  where  previ- 
ous work  has  been  done  are  accepted  by  the  Faculty. 

Students  who  pass  examinations  in  three  of  the  following  subjects,  viz., 
Anatomy,  Physiology,  Chemistry,  Materia  Medica  and  Pharmacology, 
may  enter  the  Third  Year  with  conditions,  but  all  conditions  must  be 
removed  before  the  beginning  of  the  Fourth  Year. 

(a)  Requirements  for  Admission  to  the  Fourth  Year 

The  requirements  for  admission  to  the  Fourth  Year  are  the  same  as 

* Students  who  have  passed  in  the  subjects  of  anatomy,  chemistry,  physiolo- 
gy before  the  Licensing  Board  of  the  State  of  New  York  are  exempt  from 
further  examination  in  these  subjects.  (See  page  65.) 
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those  for  admission  to  the  Third  Year,  with  the  following  additional 
requirements  : 

1.  Students  must  present  evidence  of  satisfactory  completion  of  three 
full  courses  of  instruction  in  an  accredited  medical  college,  including  one 
course  of  instruction  on  the  Theory  and  Practice  of  Medicine,  the  Theory 
and  Practice  of  Surgery,  Therapeutics,  Obstetrics,  and  Gynaecology,  and 
pass  final  examination  in  Therapeutics. 

2.  Evidence  of  practical  instruction  in  Clinical  Microscopy  and  Gross 
Pathology  approximately  equivalent  to  the  courses  in  these  subjects  re- 
quired in  the  curriculum  of  this  College. 

(e)  Requirements  for  Admission  to  Special  Courses 

Graduates  in  medicine,  or  students  who  desire  to  pursue  a special 
course  and  are  not  candidates  for  a degree,  are  admitted  to  registration 
as  special  students  without  the  Regents’  or  other  preliminary  examina- 
tion. Such  special  courses  do  not  count  in  any  way  as  a part  of  the  four 
years’  course  of  instruction,  etc.,  required  of  candidates  for  the  degree  of 
doctor  of  medicine.  Further  information  regarding  such  courses,  fees, 
etc.,  may  be  obtained  on  application. 

Examinations  for  admission  to  advanced  standing  will  be  held  at  Carne- 
gie Laboratory , jjS  East  Twenty-sixth  Street , New  York,  on  October 
2-j,  iqo6,  and  June  4 and  J , igo6. 

Requirements  for  Advancement  in  Course 

Students  are  advanced  from  one  year  to  the  next  upon  passing  satis- 
factory examinations  at  the  close  of  the  session.  As  in  the  academic 
departments  of  universities,  the  work  of  each  year  is  considered  final. 
There  is  no  unnecessary  repetition  of  subjects  taught  from  year  to  year. 
Students  who  fail  to  pass  the  examination  satisfactorily  at  the  close  of 
any  year  may  be  conditioned  or  rejected.  If  conditioned,  an  opportunity 
is  afforded  at  the  beginning  of  the  next  college  year  to  make  up  these 
conditions.  Students  on  re-examination  failing  in  more  than  one 
major  or  two  minor  subjects  shall  be  required  to  repeat  all  the 
studies  of  the  preceding  year.  If  the  failure  is  only  in  one  major  or 
in  two  minor  subjects  the  student  may  be  allowed  to  pass  on  to  the 
next  year  if  his  general  average  in  the  other  subjects  of  the  year  is 
sufficiently  high  to  entitle  him  to  this  privilege  otherwise  he  must 
repeat  the  work  of  the  year.  If  rejected  the  entire  work  of  the  year 
must  be  repeated.  A student  who  has  been  once  rejected  in  his  ex- 
aminations, and  again  fails,  after  repetition  of  the  work,  will  be  ineligible 
to  further  instruction  in  this  College. 

Requirements  for  Graduation.  Session  1906-1907 

Students  who  have  completed  all  of  the  work  required  in  the  first 
three  years,  and  have  been  admitted  to  the  fourth-year  class,  may 
become  candidates  for  graduation  under  the  following  conditions ; 


UNIVERSITY  AND  BELLEVUE  HOSPITAL  MEDICAL  COLLEGE 


.19 


1.  They  must  have  followed  the  regular  curriculum  for  the  fourth  year. 

2.  They  must,  as  required  by  law,  have  reached  the  age  of  twenty- 
one  years,  and  must  file  satisfactory  certificates  of  good  moral  char, 
acter  and  of  four  years’  study  of  medicine.  (Blank  forms  of  certificates 
of  study,  including  the  certificate  of  age  and  of  moral  character,  will 
be  furnished  by  the  Secretary  on  application.) 

3.  They  must  have  filed  a certificate  from  a regular  physician  in 
good  standing  or  from  a recognized  institution,  that  they  have  attended 
at  least  six  cases  of  labor. 

4.  They  must  have  filed  with  the  Corresponding  Secretary  of  the 
Faculty  the  Regents’  Medical  Students’  Certificate  as  evidence  of  hav- 
ing complied  with  the  requirements  for  admission.  (See  page  63.) 

Candidates  are  examined  on  the  following  subjects:  Medicine,  Sur- 
gery, Obstetrics,  Gynaecology,  and  Pediatrics,  and  on  the  special 
branches  of  Medicine  and  Surgery.  (See  page  26.) 

Candidates  who  are  graduates  of  other  accredited  colleges  are  exam- 
ined the  same  as  undergraduates,  and  must  fulfill  all  the  requirements 
demanded  of  undergraduates. 

Course  of  Study 

The  course  ot  study  required  of  all  students  who  are  candidates  for 
the  degree  of  M.D.  extends  over  four  years. 

The  session  will  begin  Wednesday,  October  3,  1906,  and  will 
continue  until  June,  1907. 

All  work  in  the  curriculum  set  forth  below  in  outline  is  required 
unless  especially  marked  as  optional. 

The  right  is  reserved  to  make  at  any  time  such  alterations  or  addi- 
tions to  this  curriculum  as  may  be  found  desirable  or  necessary. 

When  instruction  in  any  subject  is  continued  for  two  or  more  years, 
the  instruction  given  in  each  year  is  different,  and  students  are  required 
to  pass  satisfactory  examinations  at  the  end  of  each  session  before 
taking  up  the  work  of  the  following  year. 

The  Faculty  reserves  the  right  to  terminate  the  connection  of  any 
student  with  the  institution  at  any  time  on  the  ground  of  what  it 
regards  as  moral  or  mental  unfitness  for  the  profession,  or  improper 
conduct  while  connected  with  the  College. 

Schedules  of  the  exercises  for  each  year  are  distributed  at  the  begin- 
ning of  the  session. 

An  Elective  Five-Year  Course 

The  courses  in  medicine  in  Great  Britain  and  on  the  Continent  com- 
prise from  five  to  seven  years’  study.  The  curriculum  of  the  present 
four-year  course  in  this  country  is  becoming  each  year  more  and  more 
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crowded,  and  a further  extension  of  the  time  required  for  graduation  in 
medicine  must  certainly  soon  come.  The  faculty  of  medicine,  with  a 
view  to  a required  fifth  year  being  added  to  the  curriculum  in  the  future, 
have  arranged  for  an  elective  fifth-year  course.  The  interne  services 
in  the  various  hospitals,  now  so  commonly  taken  by  the  graduates  in 
medicine  in  New  York  City,  are  more  than  the  equivalent  for  the 
additional  years  required  in  medical  study  in  Europe,  but  these  positions 
are  limited  in  number  and  many  students  are  compelled  to  forego  their 
advantages.  It  is  believed  that  if  the  hospital  internes  were  enrolled 
in  an  elective  course  for  systematic  study  and  reading  under  the  direction 
of  the  college  faculty,  the  value  of  their  hospital  experience  would  be 
greatly  increased. 

Students  of  this  college,  who  so  elect,  at  the  termination  of  their  three 
and  four-year  work  at  this  institution  may  register  for  the  elective  fifth 
year.  This  may  be  taken  at  the  college,  and  in  this  case  the  curriculum 
for  the  fourth  and  fifth  years  will  be  especially  arranged  for  this  pur- 
pose, a large  amount  of  optional  clinical  and  laboratory  work  will  be 
provided  ; or  a hospital  interne  may  follow  a course  of  prescribed  work 
in  reading,  while  performing  his  hospital  duties.  Before  a degree  for 
this  five-year  course  is  conferred,  examination  on  prescribed  lines  must 
be  passed,  and  a thesis,  embodying  original  observations  or  research 
in  some  department  of  medicine,  must  be  submitted. 


Outline  of  the  Curriculum 

First  Year 

Anatomy. 

Lectures,  one  a week  throughout  the  session. 

Recitations,  one  a week,  in  sections,  throughout  the  session. 
Demonstrations,  three  a week,  in  sections,  throughout  the  session. 
Practical  work  in  dissection  and  osteology,  averaging  fifteen  hours 
a week. 

Normal  Histology. 

Laboratory  work,  two  two-hour  exercises  a week  throughout  half 
the  session. 

Recitations,  one  a week,  throughout  half  the  session. 

Physiology. 

Lectures,  three  a week  in  the  second  half  of  the  session. 
Recitations,  one  a week,  in  sections,  during  the  second  half  of  the 
session. 
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Chemistry  and  Physics. 

Lectures,  four  a week  throughout  the  session. 

Recitations,  two  a week  throughout  the  session. 

Laboratory  work,  six  hours  a week,  in  sections,  throughout  the 
session. 

Bacteriological  Technique. 

Laboratory  work,  four  hours  a week  during  half  of  the  session. 
Embryology. 

Laboratory  work  in  Embryology  and  Comparative  Anatomy,  two 
hours  a week  one  half  the  session. 

Standing  of  a Student  at  the  End  of  the  First  Year 

The  standing  of  a student  at  the  end  of  the  first  year  is  deter- 
mined by  : 

(а)  A written  examination  on  the  topics  covered  by  the  courses  of 
instruction  in  Anatomy,  Physiology,  Chemistry  and  Physics  and  His- 
tology. 

(б)  A practical  examination  in  Anatomy  and  the  Laboratory  Courses 
given. 

( c ) A record  of  his  practical  work  and  recitations. 

Second  Year 

Anatomy. 

Lectures,  two  a week  throughout  the  session. 

Recitations,  one  a week,  in  sections,  throughout  the  session. 
Demonstrations,  two  a week,  in  sections,  throughout  the  session. 
Practical  work  in  dissection,  etc.,  averaging  fifteen  hours  a week. 
Physiology. 

Lectures,  six  a week  in  first  half  of  the  session. 

Recitations,  two  a week  during  first  half  of  the  session. 

Laboratory  work,  six  hours  each  week  during  first  half  of  the 
session. 

Conferences  during  last  half  of  the  session. 

Physiological  Chemistry  and  Toxicology. 

Lectures,  two  a week  throughout  the  session. 

Recitations,  one  a week  throughout  the  session. 

Laboratory  work,  three  hours  a week  throughout  the  session. 
General  Pathology. 

Lectures,  one  a week  throughout  the  session. 

Recitations,  one  a week  throughout  the  session. 

Embryology  and  Histology  of  Nervous  Systems. 

Laboratory  work,  two  hours  a week  in  the  Histology  of  the  Nervous 
System,  during  second  half  of  the  session. 
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Pathological  Anatomy. 

Laboratory  work,  two  hours  a week  throughout  the  session. 
Recitations,  one  a week  throughout  the  session. 

Materia  Medica  and  Pharmacology 

Lectures,  four  a week  throughout  the  second  half  of  the  session. 
Recitations,  one  a week  throughout  the  second  half  of  the  session. 
Laboratory  work,  one  three-hour  exercise  a week  for  five  weeks 
in  the  first  half  and  throughout  the  second  half  of  the  session. 

Bandaging  and  Surgical  Dressing. 

Practical  work,  one  hour  a week,  in  sections,  during  first  half  of  the 
session. 

Physical  Diagnosis. 

Practical  work,  in  sections,  during  second  half  of  the  session. 
Clinics. 

Elementary  Medical  Clinic,  one  a week  during  second  half  of  the 
session. 

Elementary  Surgical  Clinic,  one  a week  during  second  half  of  the 
session. 

Standing  of  a Student  at  the  End  of  the  Second  Year 

The  standing  of  a student  at  the  end  of  the  second  year  is  deter- 
mined by  : 

(a)  Final  examinations  covering  the  entire  subjects  of  Anatomy, 
Physiology,  Physiological  Chemistry  and  Toxicology,  Materia  Medica 
and  Pharmacology,  and  an  examination  on  the  topics  covered  during 
the  year  in  General  Pathology. 

(b)  Practical  examinations  in  Anatomy,  Physiological  Chemistry, 
Pathological  Histology,  and  Embryology  and  Histology  of  Nervous 
System. 

(c)  A record  of  his  practical  work  and  recitations. 

Third  Year 

Principles  and  Practice  of  Medicine. 

Lectures,  four  a week  throughout  the  session. 

Recitations,  two  a week  throughout  the  session. 

Clinical  Lectures  in  Bellevue  Hospital,  two  a week  throughout 
the  session. 

Clinical  Lectures  in  the  College  Clinic,  one  a week  throughout 
the  session. 
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Principles  and  Practice  of  Surgery. 

Lectures,  four  a week  throughout  the  session. 

Recitations,  two  a week  throughout  the  session. 

Clinical  Lectures  in  Bellevue  Hospital,  two  a week  throughout 
the  session. 

Clinical  Lectures  in  the  College  Clinic,  one  a week  throughout 
the  session. 

Practical  work  in  operative  surgery. 

Pediatrics. 

Lectures,  one  a week  one-half  the  session. 

Instruction  in  physical  examination  of  infants  and  children  through 
out  the  session. 

Obstetrics. 

Lectures  with  clinical  demonstrations,  two  a week  throughout 
the  session. 

Recitations,  one  a week  throughout  the  session. 

Operative  Obstetrics  on  the  Manikin,  in  sections  during  second 
half  of  the  session. 

Gynecology. 

Lectures,  one  a week  throughout  the  session. 

Recitations,  one  on  alternate  weeks  throughout  the  session. 
Clinical  Lectures  in  Bellevue  Hospital,  one  a week  throughout 
the  session. 

Section  teaching  in  College  Clinic  and  Bellevue  Hospital. 
Therapeutics. 

Lectures,  two  a week  throughout  the  session. 

Recitations,  one  a week  throughout  the  session. 

Materia  Medica  and  Pharmacology. 

Lectures,  one  a week  during  the  first  half  of  the  session. 
Pathology. 

Lectures,  one  a week,  on  special  pathology,  throughout  the  season. 
Applied  Pathology,  including  Clinical  Microscopy. 

Laboratory  work,  two  hours  a week  throughout  the  session. 
Recitations,  one  a week  throughout  the  session. 

Autopsies. 

One  autopsy  a week,  in  sections,  throughout  the  session. 

Gross  Pathology  and  Pathological  Histology. 

Laboratory  work,  two  hours  a week,  throughout  the  session. 
Bacteriology. 

Practical  advanced  Bacteriology,  two  hours  a week  for  one-half  the 
session. 

Hygiene  and  Laboratory  work  and  lectures,  two  hours  a week  for 
one  half  the  session. 
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Section  Teaching. 

In  Bellevue  Hospital  and  the  College  Clinic: 

I.  Physical  and  Medical  Diagnosis.  2.  Surgical  Diagnosis  and 
Minor  Operative  Surgery.  3.  Gynaecological  Diagnosis.  4. 
Practical  Therapeutics.  5.  Pediatrics. 

Standing  of  a Student  at  the  End  of  the  Third  Year 

The  standing  of  a student  at  the  end  of  the  third  year  is  deter- 
mined by  : 

(а)  Written  examinations  on  the  instruction  given  in  Medicine, 
Surgery,  Obstetrics,  Gynaecology,  Therapeutics  (final),  Pediatrics, 
Special  Pathology,  Bacteriology  and  Hygiene. 

(б)  Practical  examinations  in  Applied  Pathology  ^and  Gross  Pa- 
thology. 

(c)  A record  of  all  recitations  and  practical  work  in  the  section 
classes. 

Fourth  Year 

Theory  and  Practice  of  Medicine. 

Clinics,  three  a week  throughout  the  session. 

Section  teaching  in  Bellevue  Hospital,  daily  throughout  the  session. 
Individual  study  of  assigned  cases  in  Bellevue  Hospital  and  the 
College  Clinic. 

Methods  of  History  Taking  and  Clinical  Microscopy. 

Conferences,  two  a week  throughout  the  session. 

Theory  and  Practice  of  Surgery. 

Clinics,  three  a week  throughout  the  session. 

Section  teaching  in  Bellevue  Hospital,  daily  throughout  the  session. 
Individual  study  of  assigned  cases  in  Bellevue  Hospital  and  the 
College  Clinic. 

Methods  of  History  Taking  and  Clinical  Laboratory. 

Operative  Surgery  on  the  Cadaver,  in  sections. 

Conferences,  two  a week  throughout  the  session. 

Genito-urinary  Surgery  and  Diseases. 

Lectures  or  clinics,  one  a week  throughout  the  session. 

Section  teaching  in  the  hospital  wards  and  the  College  Clinic. 

Orthopedic  Surgery. 

Clinical  Lectures,  one  a week  throughout  the  session. 

Section  teaching  in  the  Out-Patient  Department  of  Bellevue  Hos- 
pital and  the  College  Clinic. 

Military  Surgery. 

Lectures,  one  a week  for  eight  or  more  weeks. 
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Pediatrics. 

Clinical  Lectures,  one  a week  throughout  the  session. 

Instiuction  in  intubation  during  January  and  February. 

Recitations,  one  a week,  beginning  in  January. 

Section  teaching  in  hospital  wards,  the  College  Clinic,  N.  Y. 
Foundling  Hospital,  Willard  Parker  Hospital  (Contagious 
Diseases),  and  Presbyterian  Hospital. 

Obstetrics. 

Lectures,  with  clinical  demonstrations,  one  a week  during  first 
half  of  the  session. 

Section  teaching  in  Practical  Clinical  Midwifery. 

Gynecology. 

Clinics,  one  a week  throughout  the  session. 

Section  teaching  in  Operative  Gynaecology,  and  in  Gynaecological 
Diagnosis  in  Bellevue  Hospital,  the  Out-Patient  Department, 
and  the  College  Clinic. 

Therapeutics. 

Section  teaching  in  Applied  Therapeutics  in  the  hospital  wards  and 
the  College  Clinic. 

Prescription  writing  and  compounding. 

Pathology. 

Autopsies,  practical  exercises,  twice  a week,  attended  in  sections. 
Conferences,  one  a week  throughout  the  session. 

* Exhibition  of  fresh  specimens  from  Autopsies,  twice  a week 
throughout  the  session. 

Pathological  Chemistry. 

Lectures,  one  a week,  for  part  of  the  session. 

Nervous  Diseases. 

Lectures  or  Clinics,  one  a week  throughout  the  session. 

Section  teaching  in  Bellevue  Hospital  and  the  College  Clinic. 
Electro-Therapeutics — Section  teaching. 

Mental  Diseases. 

Lectures  or  Clinics,  one  a week  during  first  half  of  the  session. 
Dermatology. 

Lectures,  one  a week  throughout  the  session. 

Section  teaching  in  the  hospitals  and  College  Clinic. 
Ophthalmology. 

Lectures,  one  a week  throughout  the  session. 

Section  teaching  in  the  College  Clinic  and  hospitals. 

Otology. 

Lectures,  one  a week  during  second  half  of  the  session. 

Section  teaching  in  the  College  Clinic  and  other  dispensaries. 
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Laryngology  and  Rhinology. 

Lectures,  one  a week  during  half  the  session. 

Section  teaching  in  the  College  and  other  clinics. 

Short  Courses  of  Lectures  or  Demonstrations  on  following 

Special  Subjects  : 

Medical  Jurisprudence. 

X-Ray  Technique. 

Quarantine  Sanitation. 

Electro-Therapeutics. 

Hydrotherapy. 

Life  Insurance  Examination. 

Laboratory  Work. 

The  Clinical  Laboratory  will  be  opened  daily  for  the  examination 
of  blood,  sputa,  urine,  etc.,  by  students  studying  cases  in  the 
various  section  classes. 

The  Physiological  Laboratory  will  be  open  to  students  desiring  to 
do  special  work  in  physiological  research. 

The  Chemical  Laboratory  will  be  open,  when  not  occupied  by  the 
regular  classes,  to  students  desiring  to  do  special  work  in 
chemistry. 

The  Pathological  Laboratory  and  Museum  are  open  to  students 
desiring  facilities  for  the  examination  of  tissues  from  the  hos- 
pitals, College  Clinic  and  autopsies,  or  wishing  to  undertake 
original  researches.  * 

Review  Recitations 

Review  Recitations  in  Anatomy.  Materia  Medica  and  Thera- 
peutics, Medicine,  Surgery,  Diagnosis,  Obstetrics  and  Gynae- 
cology. One  a week  in  each  subject  to  sections  of  class. 
Standing  of  a Student  at  the  End  of  the  Fourth  Year 

The  standing  of  a student  at  the  end  of  the  fourth  year  is  de- 
termined by  : 

(a)  Written  examinations  in  Medicine,  Surgery,  Obstetrics,  Gynae- 
cology, and  Pediatrics. 

(£)  Practical  examinations  in  Medicine  and  Surgery. 

(c)  Written  examinations  in  Pathological  Chemistry,  Nervous 
Diseases,  Mental  Diseases,  Dermatology,  Otology,  and  Laryngology. 
These  topics  are  covered  by  one  paper. 

(d)  A written  examination  in  Orthopedic  Surgery,  Military  Surgery, 
Rectal  Surgery,  Genito-urinary  Surgery  and  Diseases,  and  Ophthal- 
mology. These  topics  are  covered  by  one  paper. 

(e)  Record  of  work  in  recitations,  hospital  ward  work,  section  classes 
and  reports  at  conferences. 
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Tabulated  Summary  of  Studies 


FIRST  YEAR 

SECOND  YEAR 

THIRD  YEAR 

FOURTH  YEAR 

Anatomy,  L.  1,  R.  1, 
L.  W.  15,  D.  3. 

Anatomy,  L.  2,  R.  1, 
L.  W.  15,  D.  2. 

Medicine,  L.  4,  R.  2, 
S.  C.  3. 

Medicine,  S.  C.  3, 
Conf.  2. 

Physiol.,  L.  3 (%), 
R.  1 (%)■ 

Physiol.,  L.  6 (J4), 
R.  2,  L.  W.  6 (^), 
C.  1 (K). 

Surgery,  L.  4,  R.  2, 
S.  C.  3. 

Surgery,  S.  C.  3, 
Conf.  2. 

Chemistry,  L.  4, 
R.  2,  L.  W.  6. 

Obstetrics,  L.  3, 
R.  1. 

Obstetrics,  S.,  D. 
(iK). 

Chemistry,  L.  2, 
R.  1,  L.  W.  3. 

Histol.,  L.  W.  (4  %) 

R.  (1  K) 

Gynaec.,  L.  1,  C.  1, 
R.  (%)  S. 

Gynaec.,  C.  1,  S. 

Mat.  Med.,  L.  4,  R.i, 
L.  W.  (3K). 

Therap.,  S. 

Bact.,  L.  W.  (4^). 

Therap.,  L.  2,  R.  1, 

s. 

Path.  Histol.,  L.  W. 
2.  R.  1. 

Ophth.,  L.  1, 
S. 

Special  Path.,  L.  1, 
D.  2. 

Embryology, L.2  (%) 

Gen’l  Path.,  L.  1, 
R.  1. 

Path.,  Conf.  1, 
Ex.  2. 

Applied  Pathology, 
R.  1,  L.  W.2. 

Histol.,  L.  W.  (2%). 

Path.  Chem.,  L.  (5^) 

Bandaging,  1 {%). 

Autopsy,  1. 

Hygiene,  L.  1. 

Pediat.,  L.  ( \% ) S. 

Autopsies,  S. 

Phys.  Diag.,  2.% 

Gen.  Ur.  Surg., 
L.  1,  S. 

Medicine,  C.  (J£). 

Pharmacol.,  L.(iJ^). 

Surgery,  C.  (%). 

Path.  Chem.,  L.  (K). 

Orthopedic  Surg. 
L.  1,  S. 

Bacteriology  ( 2 %). 

Neurol.,  L.  1,  S. 

Pediat.,  L.  1,  S.  R., 
iK- 

Bacter.,  L.  W.  (2^). 

Otol.,  L.  (K),  S. 

Laryngol.,  L.  (J£),  S. 

Mental.,  L.  {%),  S. 

Derm.,  L.  1,  S. 

Special  Subjects,  30 
Lectures. 

L=Lecture,  R=Recitation,  D=Demonstration,  L.W.  = Laboratory  Work,  C=Clinic. 
S=Section  teaching.  Conf. = Conference.  Ex.=Exhibition. 

The  figures  indicate  the  number  of  hours  per  week. 

(/4)  = Half  the  session. 

(/i)  = Quarter  of  the  session. 

(i/£)=One  hour  per  week  for  half  the  session. 

(2^)=Two  hours  per  week  for  half  the  session. 

(a%)— Four  hours  per  week  for  half  the  session. 

(4M)=F.our  hours  per  week  for  one-third  of  the  session. 

(6j£)=Six  hours  per  week  for  one-third  of  the  session. 

Graduate  Courses  : 

Special  courses  of  instruction  have  been  arranged  for  graduates  in 
medicine.  The  courses  are  planned  to  occupy  about  six  weeks 
each,  but  it  may  be  possible  for  two,  or  perhaps  more,  of  the 
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courses  to  be  taken  at  the  same  time.  Special  provision  has  been 
made  for  those  who  do  not  wish  to  take  the  entire  course,  but 
to  select  certain  topics  only  from  each  course.  (Page  51.) 

Methods  of  Instruction 
ANATOMY 
First  Year 

I.  Lectures. — One  a week  throughout  the  session,  on  visceral  anatomy 

as  a preliminary  to  the  course  in  Physiology.  Professor  Becker. 

II.  Recitations. — One  a week,  in  sections,  throughout  the  session,  on 
the  subjects  covered  by  the  lectures.  Professor  Becker. 

III.  Demonstrations. — Three  a week,  to  small  sections,  throughout  the 
session,  in  conjunction  with  the  practical  work  in  Dissecting  Room 
and  Anatomical  Study  Room.  The  Demonstrators  of  Anatomy. 

IV.  Recitations — Once  a week  throughout  the  year,  in  small  sections  in 
conjunction  with  the  work  in  the  dissecting  room.  Dr.  McSweeny. 

V.  Practical  Work. — About  fifteen  hours  a week  are  set  aside  for 
practical  work  in  the  Dissecting  Room  and  Anatomical  Study  Room. 
For  dissection,  the  body  is  divided  into  three  parts  : (a)  The  leg, 
including  the  abdomen  ; (b)  The  arm,  including  the  thorax  ; (r) 
The  head,  face,  and  neck.  Students  are  required  to  dissect  at 
least  one  of  each  of  these  parts  during  the  first  year,  and  to  repeat 
these  dissections  during  the  second  year.  Such  dissections  are 
only  credited  upon  certificate  from  the  Demonstrators  of  Anatomy. 

Students  when  not  dissecting  will  be  assigned  definite  work  in  the 

Anatomical  Study  Room,  where  models,  preserved  specimens,  frozen 

sections  and  fresh  dissections  are  supplied.  This  work  prepares  the 

student  for  dissection,  is  obligatory,  and  only  credited  after  examination. 

Second  Year 

I.  Lectures. — Two  a week  throughout  the  session,  on  the  anatomy  of 

the  vascular  system,  the  central  nervous  system,  the  cranial  nerves, 
the  viscera,  and  topographical  anatomy.  Professor  Stewart. 

II.  Recitations. — One  a week,  in  sections,  throughout  the  session,  on 
the  subjects  covered  by  the  lectures.  Professors  Stewart  and 
Becker. 

III.  Demonstrations. — Two  a week,  to  small  sections,  throughout  the 
session,  in  conjunction  with  the  practical  work  in  the  Dissecting 
Room  and  Anatomical  Study  Room.  The  Demonstrators  of 
Anatomy. 

IV.  Practical  Work. — About  fifteen  hours  a week  throughout  the 
session  are  set  aside  for  practical  work  in  the  Dissecting  Room  and 
Anatomical  Study  Room.  The  students  are  required  to  repeat  the 
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dissections  made  during  the  first  year.  They  also  receive  special 
instruction  in  the  anatomy  of  the  central  nervous  system  and  the 
viscera.  The  Demonstrators  of  Anatomy. 

Students  when  not  dissecting  will  be  assigned  definite  work  in  the 
Anatomical  Study  Room  relating  especially  to  visceral  anatomy. 
This  is  obligatory,  and  serves  as  an  introduction  and  aid  to  the  dis- 
sections which  follow. 

Third  Year 

I.  Practical  Work. — Facilities  for  making  dissections  are  offered  to 
students  of  the  third  and  fourth  years. 

Facilities 

The  Dissecting  Room  occupies  the  entire  top  floor  of  the  new  College 
Building — is  well  lighted  and  ventilated,  and  is  provided  with  lockers 
for  the  individual  students. 

The  Anatomical  Department  possesses  an  Anatomical  Study  Room, 
in  which  the  subject  of  anatomy  is  illustrated  by  dissections,  prepara- 
tions of  the  bones,  with  the  muscular  attachments  marked  upon  them, 
frozen  sections,  preparations  of  the  viscera,  models,  charts,  etc. 

Abundance  of  fresh  and  well-preserved  material  is  supplied  for 
dissection. 

Research  Work. — Facilities  will  be  provided  for  students  and  gradu- 
ates in  medicine  who  wish  to  do  special  or  advanced  work  in 
anatomy. 

PHYSIOLOGY 

First  Year 

I.  Lectures. — Two  a week,  throughout  the  second  half  the  session,  on 

the  fundamental  principles  of  Human  Physiology,  including  a 
general  discussion  of  the  physiology  of  the  cell.  Professor 
Murlin. 

II.  Recitations. — One  a week  throughout  the  second  half  of  the 
session,  on  the  subjects  covered  by  the  lectures.  Professor  Murlin. 

III.  Written  Recitations. — In  addition  to  the  weekly  oral  recitations, 
there  will  be  monthly  written  recitations  on  the  subjects  studied 
during  the  preceding  month.  Professor  Murlin. 

Second  Year 

I.  Lectures. — Six  a week  throughout  the  first  half  of  the  session.  In 
this  course  the  subject  of  physiology  is  presented  on  broad  scien- 
tific lines.  The  lectures  are  illustrated  by  experiments  and  dem- 
onstrations, for  which  purpose  the  Department  of  Physiology  is 
fully  equipped  with  modern  apparatus.  Professor  Graham  Lusk. 
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II.  Recitations. — Two  a week  throughout  the  first  half  of  the  session, 
on  the  topics  covered  by  the  lectures.  Professor  Murlin. 

III.  Weekly  Written  Recitations.  Professor  Lusk. 

IV.  Practical  Work. — Six  hours  a week  of  practical  work  in  the 
Physiological  Laboratory,  during  which  the  student  will  be  in- 
structed in  some  of  the  methods  of  physiological  experimentation, 
and  will  make  observations  on  experiments  which  he  himself 
conducts.  After  the  work  for  the  day  has  been  finished  a con- 
ference is  held  for  the  comparison  of  the  results  obtained  and  for 
theoretical  discussion.  So  far  as  possible  the  subject  matter  of  this 
course  will  be  made  to  coincide  with  that  of  the  didactic  lectures. 
Synopsis  : Dissection  of  a freshly  killed  rabbit ; microscopic 
study  of  unicellular  organisms ; electrical  stimulation  of  frog’s 
muscle  ; artificial  production  of  jaundice  ; the  derivation  of 
tetanus  ; frog’s  circulation  and  heart  beat ; electrical  stimulation  of 
the  terrapin  heart  and  vagus  ; pulse  tracings  ; measurement  of 
human  blood  pressure  ; fatigue  of  muscle  ; measurement  of  work 
done  by  a muscle ; demonstration  of  Pflueger’s  law ; demon- 
stration of  electric  currents  in  muscle  ; the  spinal  reflexes  ; electri- 
cal stimulation  of  human  muscles  and  nerves  ; stimulation  of  the 
motor  cortex  of  the  brain  ; the  eye  ; the  capillary  electrometer  ; 
measurement  of  reaction  time  ; measurement  of  the  velocity  of  the 
nervous  impulse  ; taste,  smell,  touch  and  pain  sensations  ; the 
influence  of  the  nerves  in  respiration  and  various  blood  pressure 
experiments.  Professors  Graham  Lusk  and  Murlin. 

Conferences. — One  hour  a week,  during  the  last  half  of  the 
session.  Certain  selected  students  read  papers  upon  assigned  sub- 
jects, the  literature  of  which  has  been  carefully  reviewed  by  them. 
Informal  discussion  by  the  class  follows.  Prof.  Graham  Lusk. 

Facilities 

Aside  from  the  Laboratory  in  which  the  required  practical  work  is 
carried  on,  the  new  College  Building  contains  a Physiological  Labora- 
tory for  more  advanced  work,  and  a Physiological  Library  adjoining. 
These  facilities  will  be  accorded  to  all  students  who  desire  to  use  them. 

CHEMISTRY  AND  PHYSICS 
First  Year 

I.  Lectures. — Four  lectures  a week  throughout  the  session,  divided 
into  the  following  successive  courses  : 

A.  Physics. — An  introductory  course  designed  to  prepare  the  student 
for  the  subsequent  lectures  on  chemistry.  The  course  will  include 
the  following  subjects  • The  constitution  of  matter  ; the  physical 
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forces  and  the  conservation  of  energy  ; physical  units  and  measure- 
ments ; the  physical  properties  of  solids,  liquids,  and  gases  ; heat, 
light,  sound,  electricity,  and  magnetism.  Professor  Mandel. 

B.  Theoretical  and  Inorganic  Chemistry. — An  introductory  course 
in  general  chemistry,  including  a discussion  of  the  laws  governing 
chemical  action  and  a description  of  the  properties  of  the  various 
elements  and  their  compounds.  During  this  course  the  student 
will  be  instructed  in  the  significance  and  use  of  chemical  symbols, 
formulae,  equations,  stoichiometry.  Professor  Mandel. 

C.  Organic  Chemistry. — In  this  course,  the  theoretical  considerations 

introduced  in  course  B will  be  extended  to  the  complex  compounds 
of  carbon  forming  organic  substances,  the  physical  and  chemical 
properties  of  which  will  be  discussed.  The  homologous  series  of 
compounds  forming  the  aliphatic,  aromatic  and  heterocyclic  groups, 
and  their  derivatives,  will  be  discussed.  Professor  Mandel. 

II.  Recitations. — Two  a week  throughout  the  session,  on  the  topics 
covered  by  the  lectures.  Professor  Mandel. 

III.  Laboratory  Work. — Six  hours  a week  throughout  the  session  ; 
the  class  being  divided  into  sections.  During  this  course,  prac- 
tical instruction  is  given  in  qualitative,  volumetric  and  quantitative 
analysis,  and  in  other  subjects  pertaining  to  general  chemistry. 
Dr.  Robinson  and  Assistants. 

Second  Year 

I.  Lectures. — Two  a week  throughout  the  session,  embracing  the  fol- 
lowing courses  : 

D.  Organic  Chemistry. — This  course  constitutes  a review  of  Course 
C,  given  during  the  first  year.  Professor  Mandel. 

E.  Physiological  Chemistry. — This  course  will  include  a discussion 

of  the  following  subjects  : The  chemical  composition  of  the  animal 

body  ; proteins  ; carbohydrates  and  fats  ; the  chemistry  of  the 
animal  cell ; the  chemistry  of  blood  and  other  animal  fluids  ; fer- 
ments and  enzymes  ; the  chemistry  of  digestion,  assimilation, 
metabolism  and  foods  ; secretion  and  excretion,  and  the  chemistry 
of  some  of  the  morbid  conditions,  especially  those  affecting  the 
character  of  the  urine,  will  be  given  in  detail.  Professor  Mandel. 

F.  Toxicology. — This  course  will  include  the  classification  of  poisons 
and  their  chemical  and  physiological  detection  and  identification  ; 
the  effects  of  and  antidotes  for  the  corrosive,  metallic,  and  organic 
poisons,  and  the  occurrence  and  production  of  poisonous  sub- 
stances within  the  body  or  in  articles  of  food.  Professor  Mandel, 
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II.  Recitations. — One  a week  throughout  the  session,  on  the  topics 
covered  by  the  lectures.  Professor  Mandel. 

III.  Laboratory  Work. — Six  hours  a week  throughout  the  second  term. 
Practical  instruction  will  be  given,  as  far  as  possible,  upon  the 
subjects  covered  by  the  lectures,  including  the  analysis  of  urine. 
Dr.  Robinson  and  Assistants. 

Facilities 

The  Chemical  Department  is  equipped  with  apparatus  and  a collec- 
tion of  chemicals,  with  which  the  lectures  are  abundantly  illustrated  by 
experiments  and  demonstrations.  The  Chemical  Laboratory  is  well 
supplied  with  most  recent  appliances  and  fixtures,  and  every  facility  is 
given  the  student  to  acquire  a practical  knowledge  in  chemical  manip- 
ulations and  testing.  A small  working  library  of  chemical  works  of 
reference  is  also  accessible  to  the  students. 

Facilities  will  be  accorded  to  those  students  who  desire  to  do 
advanced  work  in  chemistry  under  the  direction  of  the  Professor  of 
that  Department. 

MATERIA  MEDICA  AND  PHARMACOLOGY 
Second  Year 

I.  Lectures. — Four  a week  throughout  the  second  half  of  the  session. 

In  this  course  a systematic  and  detailed  study  of  the  various  drugs 
used  in  therapeutics  is  taken  up.  This  comprises  a study  of  the 
physical  and  chemical  properties  of  drugs;  their  action  on  the  body, 
as  medicines  or  poisons;  the  indications  for  their  use,  based  on 
their  actions,  and  the  forms  and  dosage  in  which  they  are  pre- 
scribed. Toxicology,  including  symptoms  and  treatment,  is  also 
fully  entered  upon.  The  lectures  are  illustrated  wherever  possible, 
by  experiments  and  demonstrations.  Professor  Wallace. 

II.  Recitations. — One  a week  throughout  the  second  half  of  the  ses- 

sion, on  the  subjects  discussed  in  the  lectures. 

III.  Laboratory  Work. — One  three-hour  exercise  a week  for  five 
weeks  in  the  first  half  and  throughout  the  second  half  of  the  session. 
During  a part  of  the  time  given  to  this  course  the  students  indivi- 
dually study  the  actions  of  the  more  important  drugs  by  means  of 
animal  experiments,  investigating  the  exact  action  of  and  effects 
produced  by  drugs  on  the  nervous  system,  circulation,  kidney,  in- 
testine, eye,  etc.  The  remainder  of  the  time  is  devoted  to  making 
pharmacopceial  preparations,  studying  incompatibilities,  and 
writing  and  preparing  prescriptions.  Professor  Wallace. 
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Third  Year 

MATERIA  MEDICA  AND  PHARMACOLOGY 

I.  Lectures. — One  a week  throughout  the  first  half  of  the  session. 
This  is  a continuation  of  the  course  given  in  the  second  year.  The 
drugs  used  in  the  practice  of  medicine  are  divided  into  groups, 
according  to  their  action  on  the  body.  The  comparative  action  and 
therapeutic  value  of  the  members  of  each  group  are  fully  discussed. 
Professor  Wallace. 

Facilities 

An  adequate  supply  of  apparatus  and  material  is  furnished  for  the 
experimental  work,  which  is  carried  on  in  the  Physiological  laboratory. 
The  laboratory  belonging  to  this  department  is  well  equipped  with  a 
large  assortment  of  drugs  and  their  preparations,  and  apparatus  neces- 
sary for  pharmaceutical  and  chemical  work. 

THERAPEUTICS 
Third  Year 

I.  Lectures. — Two  a week  throughout  the  session.  In  this  course 

there  will  be  a systematic  consideration  of  the  use  of  drugs  in  the 
treatment  of- disease.  These  lectures  will  be  illustrated  in  the 
clinical  work  in  the  College  Clinic  and  in  Bellevue  Hospital.  Pro- 
fessor Le  Fevre. 

II.  Recitations. — One  hour  a week  throughout  the  session,  covering 
the  subjects  of  the  lectures.  Professor  Le  Fevre  and  Dr.  S.  A. 
Brown. 

Fourth  Year 

I.  Lectures  on  special  branches  of  therapeutics,  including  electro- 

therapeutics, hydrotherapy,  massage,  etc. 

II.  Practical  Work. — In  connection  with  the  bedside  teaching  in 
clinical  medicine  in  Bellevue  Hospital  and  College  Clinic  every 
opportunity  is  afforded  for  a thorough  training  in  practical  thera- 
peutics. Prescription  writing  and  compounding. 

III.  Conferences. — Reports  on  assigned  cases  in  the  Hospital  and 
College  Clinic  will  be  presented  at  these  conferences,  and  the  indica- 
tions for  treatment  especially  considered.  The  comparative  value 
of  the  various  medicinal  and  therapeutic  means  generally  employed 
in  the  treatment  of  different  diseases  will  be  fully  discussed. 

NORMAL  HISTOLOGY 
First  Year 

I.  Laboratory  Work. — Four  hours  a week  throughout  half  the 
session. 

At  these  exercises  the  normal  tissues  and  organs  of  the  body  will 
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be  studied  and  demonstrated  under  the  microscope.  For  this  pur- 
pose a complete  set  of  carefully  prepared  sections  is  provided  for 
each  student.  The  students  also  receive  practical  instruction  in 
the  methods  of  histological  technique.  As  a knowledge  of  the 
minute  structure  of  the  various  parts  of  the  body  is  necessary  for 
an  understanding  of  their  activities,  the  specimens  used  for 
demonstration  have  been  prepared  with  special  reference  to  the 
physiological  functions  of  the  tissues  present ; the  course  is, 
therefore,  closely  affiliated  with  the  instruction  in  both  anatomy 
and  physiology.  It  also  serves  as  a basis  for  the  future  studies  in 
pathology.  Recitations  covering  both  the  topics  treated  in  the 
lectures  and  the  practical  work  will  be  held  at  regular  intervals. 
Dr.  Satterlee,  and  Drs.  Abbott,  Addoms  and  Milliken. 

II.  Lectures. — One  a week  throughout  the  session,  designed  to 
supplement  the  text-books  and  point  out  the  relations  between 
structure  and  function.  Dr.  Satterlee. 

Second  Year 

III.  Two-hour  laboratory  exercises,  each  week,  during  half  the  session 
on  the  Histology  of  the  Nervous  System  and  Embryology.  Dr. 
Satterlee. 


PATHOLOGY 
Second  Year 
General  Pathology 

I.  Lectures. — One  a week  throughout  the  session,  on  the  following 

subjects  : The  normal  structure  and  functions  of  the  animal  cell ; 
structural  changes  accompanying  quantitative  and  qualitative  dis- 
turbances in  the  functional  activities  of  the  cell ; structural 
changes  due  to  damage,  including  the  phenomena  of  inflammation 
and  fever ; disturbances  of  the  circulation  ; infiltrations  ; tumors. 
Professor  Dunham. 

II.  Recitations. — One  a week  throughout  the  session,  on  the  topics 
of  the  lectures  and  in  the  application  of  the  principles  elucidated 
in  the  lectures  to  concrete  cases  of  disease.  Professor  Dunham. 

Pathological  Anatomy 

I.  Laboratory  Work. — Two  hours  a week  throughout  the  session,  in 
the  Histological  Laboratory.  In  this  course  the  students  receive 
stained  and  mounted  sections  of  tissues  illustrating  the  various 
tumors  and  morbid  conditions  that  can  be  recognized  under  the 
microscope.  These  specimens  are  demonstrated  to  the  students 
in  connection,  as  far  as  possible,  with  organs  illustrating  the  gross 
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appearances  of  the  lesions  under  study.  Prof.  Brooks  and  Drs. 
Coues,  Symmers  and  Blatteis. 

II.  Recitations. — One  a week,  throughout  the  session,  on  Patholog- 
ical Histology.  Drs.  Coues,  Symmers  and  Blatteis. 

Third  Year 
Special  Pathology 

I.  Lectures. — One  lecture  a week,  throughout  the  session,  is  devoted  to 
a systematic  survey  of  the  special  pathology  of  the  viscera  of  great- 
est clinical  importance.  This  course  is  designed  to  supplement  the 
clinical  and  didactic  teaching  in  medicine  and  surgery.  Professors 
Dunham  and  Brooks. 

Applied  Pathology  and  Clinical  Microscopy 

I.  Laboratory  Work. — Two  hours  a week,  throughout  the  session, 

are  devoted  to  practical  instruction  in  the  microscopical  and  chemi- 
cal examination  of  urine,  sputum,  blood,  vomitus  and  stomach  con- 
tents, faeces,  inflammatory  exudates,  etc.,  with  a view  to  the 
diagnostic  significance  of  the  results.  Bacteriological  methods  will 
also  be  applied  when  serviceable.  Dr.  Arthur  Mandel  and  Mr. 
L.  B.  Goldhorn. 

II.  Recitations. — One  hour  a week  is  devoted  to  a recitation  from  a 
text- book  upon  clinical  diagnosis  and  upon  the  methods  used  in 
the  laboratory  work  and  the  interpretation  of  results. 

Gross  Pathology  and  Pathological  Histology 

I.  Demonstrations. — Two  demonstrations  of  fresh  and  preserved 

material  from  autopsies  are  given  each  week  throughout  the 
session.  At  these  demonstrations  the  students  are  taught  the 
pathology  of  individual  diseases  as  illustrated  in  gross  and  micro- 
scopical specimens.  Prof.  Brooks,  Drs.  Welch  and  Coues. 

II.  Autopsies. — One  autopsy  a week  before  sections  of  the  class,  through- 
out the  session.  At  this  exercise,  instruction  is  given  in  the  technique 
of  performing  autopsies,  the  preparation  of  protocols,  and  the  steps 
of  a systematic  examination  directed  toward  determining  the  causes  of 
death.  Dr.  Welch. 

Fourth  Year 
Gross  Pathology 

I.  Autopsies — Each  student  is  required  to  make  one  or  more  autopsies 
under  the  direction  of  an  instructor.  For  this  purpose  two  exer- 
cises are  provided  each  week,  throughout  the  session,  which  are 
attended  by  the  students  in  sections.  At  these  autopsies  the  students 
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are  expected  to  make  a careful  examination  of  the  body  and  to  pre- 
pare reports,  which,  together  with  their  interpretation  of  the  cases, 
are  presented  for  discussion  at  the  Pathological  Conferences.  Dr. 
Welch. 

II.  Exhibitions  of  fresh  specimens  from  autopsies. 

Pathological  Conferences 

Once  a week,  until  March,  there  will  be  a Pathological  Confer- 
ence, at  which  the  reports  on  cases  that  have  had  post-mortem  exam- 
inations will  be  read  by  members  of  the  class.  These  reports  will  then 
be  discussed  by  the  class  and  the  presiding  instructors.  Special  emphasis 
will  be  placed  upon  the  nature  and  probable  sequence  of  the  lesions  found 
and  upon  their  explanation  of  the  symptoms  and  signs  presented  by  the 
patient  during  life.  This  discussion  will  be  followed  by  an  analysis  of 
the  case  with  special  reference  to  the  probable  causes  of  death.  Pro- 
fessors Dunham  and  Brooks  and  Dr.  Welch. 

Facilities 

The  Pathological  Department  is  equipped  with  a large  and  well-stocked 
museum  of  morbid  specimens,  with  laboratories  in  which  such  specimens 
are  prepared  for  the  museum,  and  with  a clinical  laboratory  fitted  for 
the  examination  of  material  from  the  Hospital  and  College  Clinic.  In 
addition  to  these,  there  is  ample  accommodation  for  students  desiring  to 
do  advanced  work  in  Pathological  Histology  or  Bacteriology. 

The  Clinical  Laboratory  is  open  to  those  students  of  the  fourth 
year  who  are  required  to  make  examinations  of  material  from  cases  in 
the  Hospital  or  the  College  Clinic  in  connection  with  their  section 
teaching  in  clinical  medicine  and  surgery.  It  is  provided  with  the 
necessary  equipment  for  the  examination  of  urine,  sputa,  blood, 
inflammatory  exudates,  etc.,  contains  a small  working  library,  and 
the  instructors  in  Clinical  Microscopy  and  Pathology  will  assist  the 
students  in  applying  the  appropriate  methods  of  examination  and  in 
planning  such  original  researches  as  they  may  desire  to  undertake. 

BACTERIOLOGY  AND  HYGIENE 
First  Year 

I.  Practical  Work. — Two  hours,  twice  a week,  during  one-half  of 
the  session.  In  this  course  the  students  are  taught  the  technique 
of  bacteriological  examinations;  the  methods  of  obtaining  pure 
cultures  of  bacteria  and  of  studying  species  after  their  isolation. 
The  development  of  immune  bodies  and  agglutinines  and  the 
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methods  used  in  estimating  them  are  also  studied.  During  the 
course  they  have  opportunity  to  become  acquainted  with  those 
species  which  are  of  medical  importance  and  not  infrequent 
occurrence.  Drs.  Wilson,  Shipman  and  Boxmeyer. 

Third  Year 

II.  Bacteriology  Practical  Work  and  Lectures.— Two  hours  a 
week  one-half  the  session.  The  laboratory  course  includes  the 
practical  application  of  bacteriology  to  the  diagnosis  and  treatment 
of  disease  and  includes  the  bacteriological  examination  of  sputum, 
pus,  blood,  feces,  milk,  water  disinfectants,  etc.,  as  well  as 
the  culture  and  recognition  of  pathogenic  micro-organisms.  The 
student  will  also  have  an  opportunity  to  witness  the  practical 
methods  of  preparing  and  testing  diphtheria  antitoxin  ; virus  for 
the  Pasteur  treatment,  and  vaccine. 

III.  Hygiene  Lectures  and  Laboratory  Work. — Two  hours  a week, 
one  half  the  session;  Personal,  Household,  School,  and  Public  Hy- 
giene, embracing  discussions  of  the  influence  of  water,  foods,  venti- 
lation, plumbing,  drainage,  and  sewerage  upon  health.  The  rela- 
tions of  bacteriology  to  the  prevention,  diagnosis,  and  treatment  of 
disease  will  be  especially  dwelt  upon.  Professor  Park,  Drs.  Wil- 
son and  Boxmeyer. 

Students  receive  instruction  in  Applied  Bacteriology  during  fourth 

year  in  the  Clinical  Laboratory. 

MEDICINE 

Second  Year 

I.  Elementary  Clinic. — Once  a week,  during  the  first  half  of  the 

session,  an  elementary  clinic  is  held,  at  which  the  students  are 
taught  to  consider  cases  of  disease  as  illustrating  departures  from 
the  physiological  condition.  The  course  is  intended  to  introduce 
to  the  students  cases  of  disease,  in  which  there  are  clearly  defined 
manifestations  of  disturbances  in  the  functions  of  some  particular 
organ  or  system  of  organs.  Professor  Le  Fevre  and  Dr.  S.  A. 
Brown. 

II,  Physical  Diagnosis. — Practical  exercises  in  the  methods  of  physi- 
cal diagnosis.  For  this  exercise  the  class  is  divided  into  sections. 

Third  Year 

I.  Lectures. — Four  lectures  a week,  two  each  by  Professor  Smith  and 
Professor  Biggs,  throughout  the  session.  In  this  course  thorough 
consideration  will  be  given  to  all  of  the  more  important  diseases. 
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II.  Recitations,  covering  the  matter  considered  in  the  lectures,  will 
be  held  alternately  by  Professors  Smith  and  Biggs  and  Drs.  Car- 
lisle and  Huddleston. 

III.  Clinics.— Two  clinics  a week  in  Bellevue  Hospital  throughout 
the  session,  by  Professors  Janeway,  Smith,  and  Biggs,  and  one 
clinical  lecture  in  the  College  Clinic,  by  Professors  LeFevre  and 
Robinson. 

IV.  Practical  Work. — Hospital,  bedside  and  dispensary  teaching, 
in  medical  and  physical  diagnosis,  to  small  sections  of  the  class  in 
the  wards  of  Bellevue  Hospital,  the  Out-Patient  Department  of 
Bellevue  Hospital,  and  the  College  Clinic. 

Fourth  Year 

There  are  no  didactic  lectures  on  Medicine  during  the  Fourth  Year. 
The  work  is  wholly  practical  and  clinical. 

I.  Clinics. — Three  general  clinics  a week  throughout  the  session. 

Professors  Janeway,  Smith,  Biggs,  Le  Fevre  and  Robinson. 

II.  Section  Teaching. 

1.  In  Bellevue  Hospital.  The  entire  fourth-year  class  is  assigned 

to  practical  work  in  Bellevue  Hospital  daily  from  9 to  11  A.M. 
Students  are  regularly  placed  in  charge  of  cases  in  the  wards, 
are  required  to  take  the  histories,  make  daily  notes  of  the 
progress  of  the  disease,  and  microscopical  and  bacteriological 
and  chemical  examination  of  the  blood,  sputum,  urine,  etc. 
They  watch  the  treatment  as  conducted  by  the  attending  staff. 
They  thus  have  opportunities  to  study  the  natural  history  of 
disease  as  presented  in  the  patients,  and  can  follow  cases  of 
typhoid  fever,  pneumonia,  etc.,  throughout  their  course  from 
the  beginning  to  their  termination,  and  in  event  of  death,  the 
autopsies.  The  bacteriologic  and  microscopic  work  is  done 
under  the  supervision  of  special  instructors  assigned  for  this 
purpose. 

2.  In  Other  Hospitals.  Clinics  and  Section  Teaching  will  be  given 

as  time  permits  by  the  members  of  the  Faculty  on  duty  in 
other  hospitals  of  the  city,  similar  in  character  to  that  given 
in  Bellevue  Hospital.  Members  of  the  Faculty  are  attached 
to  the  attending  staffs  of  the  City  Hospital,  Hospitals  of  the 
Almshouse  and  Workhouse,  Randall’s  Island  Hospital,  St. 
Vincent’s,  Presbyterian,  St.  Luke’s,  Columbus,  Gouverneur, 
Harlem,  Lebanon,  General  Memorial  Hospital,  New  York 
Foundling  Hospital,  and  the  New  York  Eye  and  Ear  In- 
firmary, etc. 
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3.  In  the  College  Clinic  and  the  Out-Patient  Department  of  Belle- 
vue Hospital.  Practical  clinical  instruction  in  physical  and 
medical  diagnosis  will  be  given  to  the  students  in  sections  by 
members  o i the  Faculty  and  instructors  in  the  College  Clinic 
and  the  Out-Patient  Department  of  Bellevue  Hospital. 

Ill  Individual  Study. — Members  of  the  graduating  class  will  from 
time  to  time  be  assigned  to  special  cases  for  study  in  the  wards  of 
Bellevue  Hospital,  in  the  Out-Patient  Department  and  in  the  College 
Clinic.  Students  will  be  expected  to  make  complete  clinical 
examinations  of  these  cases,  prepare  histories,  and  make  the 
necessary  examinations  in  the  Clinical  Laboratories  of  the  various 
secretions  of  the  body,  such  as  the  sputum,  urine,  blood,  stomach 
contents,  intestinal  discharges,  etc.,  under  the  direction  of  the 
Instructor  in  Clinical  Microscopy. 

IV.  Medical  Conferences.— Reports  on  the  cases  thus  assigned  will 
later  be  made  at  medical  Conferences.  At  these  Conferences 
students  will  discuss  the  case  with  the  Professor  or  Instructor 
and  will  be  expected  to  be  prepared  to  answer  questions  in  relation 
to  the  case,  and  to  discuss  it  with  other  students  in  the  section. 
From  time  to  time  special  topics  may  be  assigned  to  various 
members  of  the  class  for  study  and  the  presentation  of  short 
papers  for  discussion  at  the  Conferences  by  the  Professors  and 
the  students. 

V.  Systematic  instruction  in  methods  of  taking  histories  and  in  pre- 
scription writing  and  practical  therapeutics  will  be  given  to  small 
sections  of  the  class  in  the  Clinic  and  in  the  hospital. 


SURGERY 
Second  Year 

I.  Practical  Work. — Once  a week  the  first  half  of  the  session 

instruction  in  the  uses  and  application  of  bandages,  plaster  of 
Paris,  and  other  surgical  dressings  will  be  given  to  sections  of  the 
class.  In  these  exercises  the  students  will  be  required  to  apply  the 
dressings  under  the  personal  supervision  of  the  instructor. 

II.  Clinic. — One  elementary  surgical  clinic  a week  second  half  the 
session.  At  these  exercises  the  students  will  receive  elementary 
instruction  in  the  recognition  of  the  commoner  surgical  conditions 
and  in  applying  the  practical  features  of  their  instructions  in  anat- 
omy, pathology  and  bacteriology  to  the  diagnosis  and  treatment 
of  the  lesions  presented  by  the  patients.  Professor  Haubold. 
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Third  Year 

I.  Lectures. — Four  a week  throughout  the  session,  on  the  Principles 

and  Practice  of  Surgery.  In  these  exercises  thorough  considera- 
tion will  be  given  to  general,  regional,  and  operative  surgery. 
The  class  will  be  presented  with  a systematic  classification  of  the 
topics  taught.  Professors  Bryant,  Curtis  and  Stewart. 

II.  Recitations. — Two  a week,  throughout  the  session,  on  the  sub- 
jects covered  by  the  lectures.  Professors  Curtis  and  Haubold  and 
Dr.  Ford. 

III.  Clinics. — Two  general  clinics  a week,  throughout  the  session,  in 
Bellevue  Hospital,  by  Professors  Bryant,  Curtis,  Stewart  and  Lusk 
and  Dr.  Douglas,  and  one  clinical  lecture  a week  in  the  College 
Clinic,  by  Professors  Erdmann  and  Garmany, 

IV.  Section  Teaching. — In  the  College  Clinic  and  Out-Patient  De- 
partment of  Bellevue  Hospital.  Sections  of  the  class  will  receive 
instruction  in  the  surgical  diagnosis  and  treatment  of  “ walking 
cases.” 

V.  Practical  Work  in  Operative  Surgery. — In  small  sections  each 

member  of  the  class  will  receive  not  less  than  thirty  lessons  of 
practical  instruction  in  the  technique  of  operative  procedures  on  the 
cadaver.  This  course  is  obligatory  and  will  embrace:  Ligaturing 

the  chief  arteries  of  the  body,  the  more  usual  amputations  and  resec- 
tions of  joints,  the  common  operations  of  general  practice,  intes 
tinal  suturing,  etc. 

The  members  of  the  class  are  required  to  perform  the  operations 
under  the  observation  of  competent  instructors. 

Fourth  Year 

I.  Clinics. — Three  general  surgical  clinics  a week,  throughout  the 

session,  in  Bellevue  Hospital  and  the  College  Clinic.  Professors 
Bryant,  Curtis,  Stewart,  Lusk  and  Dr.  Douglas. 

II.  Section  Teaching. 

i.  Practical  work  in  Bellevue  Hospital.  In  small  sections,  under 
competent  supervision,  the  students  of  this  class  are  required 
in  the  surgical  wards  of  the  Hospital  to  practise  history-taking, 
and  to  familiarize  themselves  with  the  details  of  the  diagnosis, 
care  and  treatment  of  patients,  in  all  essential  practical 
respects.  The  histories  of  patients  and  the  conclusions  result- 
ing from  their  study  by  the  students  are  utilized  as  a means  of 
instruction  by  the  professors  in  charge  of  the  surgical  con- 
ferences. In  this  manner  the  entire  graduating -class  is  con. 
tinuously  informed  regarding  the  practice  of  the  surgical  wards, 
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and  each  member  in  turn  is  afforded  a golden  opportunity  of 
gaining  a degree  of  practical  surgical  experience,  under 
responsible  guidance,  often  unequaled  by  many  years  of  pri- 
vate practice.  Professors  Bryant,  Curtis,  Stewart,  Lusk  and 
Dr.  Douglas. 

2.  In  the  College  Clinic  and  Out-Patient  Department  of  Bellevue 

Hospital.  Sections  of  the  class  will  receive  practical  instruction 
in  the  diagnosis  and  treatment  of  ambulatory  cases  of  surgical 
disease.  Each  student  is  expected  to  apply  the  common  dress- 
ings and  apparatus  employed  in  the  treatment  of  wounds  and 
surgical  deformities. 

3.  In  the  City  Hospital,  St.  Luke’s  Hospital,  and  other  hospitals, 

clinics  and  section  teaching  will  be  given  by  the  professors  to 
the  members  of  the  graduating  class  during  the  session. 

III.  Practical  Work  in  the  Hospital  Outlined. — Surgical  cases  in 
the  hospital  will  be  assigned  to  individual  students  for  special  study. 
They  will  be  required  to  take  the  histories  of  the  cases,  make  such 
examinations  of  blood,  urine,  morbid  specimens,  etc.,  as  may  be 
necessary  for  diagnosis,  and  outline  the  proper  treatment.  Reports 
of  these  cases  will  be  prepared  by  the  students  having  them  under 
observation,  which  will  be  read  by  them  at  the  surgical  conferences. 
Also  special  opportunities  will  be  afforded  to  study  the  administra- 
tion of  anaesthetics.  Students  will  be  given  instruction  in  bandag- 
ing and  the  application  of  surgical  appliances  ; also,  they  will  be 
taught  at  the  bedside  to  examine,  diagnosticate  and  treat  surgical 
diseases  and  injuries. 

In  the  operating  room , small  sections  of  the  class  will  receive  in- 
struction in  the  treatment  of  surgical  cases,  including  amputations, 
fractures,  dislocations,  appendectomy,  etc.  This  plan  of  instruction 
enables  the  student  to  become  familiar  with  the  special  and  general 
requirements  of  the  surgical  treatment  of  miscellaneous  cases. 

IV.  Surgical  Conferences. — Two  a week  throughout  the  session. 
These  conferences  will  be  presided  over  by  one  of  the  professors  of 
surgery  and  one  or  more  of  the  assistants  to  the  chair  of  surgery. 
The  reports  prepared  by  the  students  of  hospital  cases  will  be  read 
and  discussed  by  the  class,  after  which  the  professor  will ‘examine 
the  class  on  the  chief  features  and  importance  of  the  cases  and 
elucidate  any  points  which  may  remain  in  doubt,  also  hypothetical 
cases  will  be  submitted  for  analysis. 

V.  Operative  Surgery. — In  small  sections  each  member  of  the  class 

will  receive  frequent  lessons  of  two  hours  each  in  practical  instruc- 
tion in  the  technique  of  performing  operations  on  the  contents  of 
the  Cranium,  Thoracic  and  Abdominal  Viscera.  Neurectomy, 
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Trephining  and  operations  on  the  Intestines,  the  Stomach  and 
the  solid  Viscera,  for  injury  and  disease,  comprising  Intestinal 
resection,  anastomosis,  etc.  These  lessons  are  optional,  being  in- 
tended for  those  desirous  of  increased  opportunity  for  special 
surgical  purposes,  and  they  are  practiced  by  each  student  under  the 
guidance  of  competent  instructors,  but  when  a student  elects  this 
course  it  becomes  obligatory. 

VI.  Special  Optional  Course  in  Operative  Surgery,  etc. — Students 
receiving  a sufficiently  high  rating  in  the  requirements  during  their 
first  three  years,  will  be  permitted,  in  small  sections,  to  take  a course 
in  surgery  in  the  fourth  year,  consisting  of  surgical  anatomy  and 
operations  on  the  cadaver,  an  hour  each  week,  respectively.  The 
surgical  operations  in  this  course  will  be,  as  a whole,  of  a compre- 
hensive character  and  supplemented  by  opportunities  to  witness 
major  unusual  operations  and  to  determine  in  the  clinical  labora- 
tory the  morbid  features  of  the  cases.  In  some  instances  operative 
practice  on  living  tissues  will  be  required,  and  experimental  work  will 
be  encouraged.  Professors  Bryant,  Curtis,  Stewart,  W.  C.  Lusk 
and  Haubold. 

Military  Surgery 

During  the  early  part  of  the  term  a course  of  eight  or  more  lectures 
will  be  delivered  by  the  Professor  of  Military  Surgery,  Major  Louis  A. 
La  Garde,  Surgeon,  U.  S.  A. 

A few  lectures  will  include  the  subject  of  the  examination  of  recruits, 
camp  hygiene,  battle  statistics,  field  organization  of  the  Medical  Depart- 
ment in  war  ; following  which,  the  course  will  deal  largely  with  the  early 
history  of  guns  and  missiles,  the  recent  change  in  the  armament  of  the 
different  nations,  a recital  of  the  experimental  work  of  the  Military 
Surgeons  of  various  countries  with  the  old  and  new  rifles  upon  animate 
and  inanimate  objects,  and  the  effects  of  the  steel  armored  reduced 
calibre  bullets  in  the  Spanish-American  and  South  African  wars.  The 
course  will  terminate  with  an  exhibition  of  skiagrams  and  lantern  slides, 
showing  lodged  missiles  from  different  kinds  of  firearms,  as  well  as 
numerous  lesions  in  the  soft  and  bony  parts. 

Genito-Urinary  Surgery  and  Diseases 
Fourth  Year 

I.  Lectures. — One  a week  throughout  the  session.  This  course  of 
lectures  will  include  a systematic  presentation  of  the  pathology, 
diagnosis,  and  treatment  of  diseases  of  the  penis,  urethra,  prostate, 
seminal  vesicles,  testis,  bladder  and  kidneys.  The  use  of  the  cysto- 
scope  and  endoscope  will  also  be  demonstrated  as  well  as  the 
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valuable  diagnostic  aid  derived  from  ureter  catheterization.  The 
course  is  abundantly  illustrated  with  cases  of  the  diseases  under 
discussion,  and  each  student  in  turn  is  given  the  opportunity  to  per- 
sonally examine  such  illustrated  cases.  Professor  Brown. 

II.  Section  Teaching. — Small  sections  of  the  class  will  receive  practical 
instruction  in  the  diagnosis  and  treatment  of  genito-urinary  dis- 
eases, including  the  use  of  the  endoscope  and  cystoscope  with 
catheterization  of  the  ureters  in  Bellevue  Hospital,  the  Bellevue 
Hospital  Dispensary,  and  the  College  Clinic,  under  the  direction 
of  Professor  Brown,  Drs.  Van  der  Poel  and  Osgood. 

III.  Special  Work. — The  facilities  of  the  Clinical  Laboratory  are  at 
the  disposal  of  students  desiring  to  use  them  for  the  study  of  cases. 

Orthopedic  Surgery 
Fourth  Year 

I.  Lectures. — One  clinical  lecture  a week  throughout  the  session,  in 

the  College,  where  cases  descriptive  of  the  various  deformities  and 
of  different  joint  diseases  will  be  presented  in  person  and  illustrated 
upon  the  screen.  Professor  Sayre. 

II.  Section  Teaching. — Practical  instruction  in  the  diagnosis  and  treat- 
ment of  cases  in  the  College  Clinic.  Professor  Sayre  and  Dr. 
Wettervik. 

Diseases  of  the  Rectum 

Twelve  lectures  will  be  given  on  the  surgical  anatomy  of,  diseases  of, 
and  operations  on,  the  rectum,  illustrated  by  special  dissections,  and 
instrumental  demonstrations  to  small  sections  in  the  hospital  wards 
and  College  Clinic.  The  demonstrations  will  be  given  immediately 
under  the  observation  and  with  the  aid  of  the'students.  Professor 
W.  C.  Lusk. 

X-RAY  TECHNIQUE 

A short  course  of  instruction  in  the  use  of  the  Roentgen  Rays  in 
medicine  and  surgery  will  be  given  in  the  Edward  N.  Gibbs  X-Ray 
Laboratory. 

The  course  will  include  : (i)  Lectures  and  demonstrations  on  the 
various  forms  of  X-Ray  apparatus.  (2)  Practical  instruction  in  the 
technique  of  fluroscopic  examinations  and  radiography.  (3)  Demon- 
strations and  instruction  in  the  correct  interpretation  of  radiographs. 

The  X-Ray  Laboratory  contains  a very  complete  equipment  of  ap- 
pliances for  X-Ray  work  and  a collection  of  several  hundred  radio- 
graphs, showing  fractures,  dislocations,  malignant  growths,  bullets 
and  needles  in  the  body,  and  pathological  changes  of  heart  and  lung. 
Dr.  E.  W.  Caldwell. 


44 


NEW  YORK  UNIVERSITY 


OBSTETRICS 
Third  Year 

I.  Lectures. — Two  a week,  throughout  the  session,  on  the  Theory  and 

Practice  of  Obstetrics.  These  lectures  will  be  didactic  to  a 
limited  extent  only,  and  will  be  illustrated  by  charts,  diagrams, 
specimens,  and  instruments.  Professor  Flint. 

II.  Recitations. — One  recitation  a week  throughout  the  session, 
upon  the  subject  matter  of  the  lectures.  Dr.  Brodhead. 

III.  Manikin  Work. — The  class  is  divided  into  sections  of  convenient 
size,  and  each  student  is  required  to  perform  on  the  manikin  all  of 
the  usual  obstetrical  operations.  Exercises  in  diagnosis  of  position 
and  presentation,  including  a review  of  the  mechanism  of  normal 
and  abnormal  labors,  are  also  held.  Dr.  James. 

Fourth  Year 

I.  Lecture. — One  a week  during  the  first  half  of  the  session.  These 

lectures  will  be  devoted  mainly  to  a consideration  of  the  more  prac- 
tical parts  of  obstetrics,  including  the  technique  of  obstetric  sur- 
gery, whenever  cases  can  be  secured  in  the  service  of  the  Emer- 
gency Hospital.  The  pathology  of  labor  and  the  puerperium, 
including  the  pathology  of  the  new-born  child,  will  be  considered. 
They  will  be  given  either  in  the  lecture  room  of  the  college  or  in 
the  amphitheater  of  Bellevue  Hospital.  Professor  Flint. 

II.  Recitations. — Recitations  will  be  held  from  time  to  time  on  the 
subject-matter  of  the  lecture.  Professor  Flint. 

III.  Section  Teaching. — The  Emergency  Hospital  conducts  an  indoor 
service  which  averages  about  one  case  a day,  but  with  a large  pro- 
portion of  abnormal  deliveries.  A small  section  will  be  instructed 
once  a week  in  examination  of  ante  partum  and  post-partum  cases 
and  in  the  care  of  infants,  and  in  addition  will  be  summoned  to 
witness  operative  deliveries  whenever  such  cases  occur  during  the 
regular  hours  of  attendance  at  college  exercises.  Dr.  James. 

IV.  Attendance  on  Confinement  Cases. — As  the  Emergency  Hospital 
does  not  conduct  an  outdoor  service,  each  member  of  the  graduating 
class,  before  taking  the  final  examination  for  the  degree,  must 
present  a certificate  of  actual  attendance  on  at  least  six  cases  of  labor. 

An  opportunity  for  such  attendance  is  given  at  the  newly  opened 
Manhattan  Maternity  and  Dispensary  on  6oth  Street,  between  First  and 
Second  Avenues.  This  is  a modern  completely  equipped  Hospital  and 
Dispensary  conducting  both  an  indoor  and  outdoor  service.  There  are 
accommodations  for  eight  students  at  a time.  As  the  number  of  con- 
finement cases  is  at  present  small  only  a few  students  can  be  instructed. 
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They  are  required  to  personally  attend  confinement  cases  among  the 
poor  at  their  own  homes  and  to  do  a certain  amount  of  practical  work 
in  the  hospital  wards. 

The  certificate  of  a course  of  instruction  given  at  the  Society  of  the 
Lying-in  Hospital,  on  Second  Avenue,  between  17th  and  18th  Streets, 
is  also  accepted. 

During  the  time  that  this  course  is  being  taken,  students  are 
excused  from  their  regular  college  exercises,  but  it  is  strongly 
recommended  that  this  course  be  taken  during  the  vacation  period 
between  the  third  and  fourth  years. 

Proper  certificates,  approved  by  the  Professor  of  Obstetrics,  of  a 
course  in  other  maternity  hospitals  or  from  preceptors  may  be  ac- 
cepted as  complying  with  this  requirement. 

GYNAECOLOGY 
Third  Year 

I Lectures. — One  a week,  throughout  the  session,  on  the  principles 
and  practice  of  gynaecology.  Professor  Coe. 

II.  Recitations. — One,  on  alternate  weeks,  throughout  the  session,  on 
the  subjects  covered  by  the  lectures.  Professor  Coe. 

III.  Clinics. — One  a week,  throughout  the  session,  demonstrating  the 
major  and  minor  gynaecological  operations.  Professor  Coe. 

IV.  Demonstrations  in  the  special  anatomy  of  the  female  pelvic  organs. 

V.  Section  Teaching. — Small  sections  of  the  class  receive  individual 

instruction  to  diagnosis  and  operative  technique,  etc.,  in  Belle- 
vue Hospital.  Professors  Coe  and  Flint.  Also  gynaecological 
diagnosis  and  treatment  in  the  College  Clinic.  Drs.  Studdiford  and 
Foskett. 

Fourth  Year 

I.  Clinics. — One  a week,  in  Bellevue  Hospital,  throughout  the  session. 

Before  each  operation  several  students  are  permitted  to  examine  the 
case  while  under  anaesthesia,  and  the  conditions  requiring  treatment 
are  explained  to  them  and  the  whole  class.  Professor  Coe. 

II.  Section  Teaching,  Elective  Course. — Small  sections  of  the  class 
receive  individual  instruction  in  Diagnosis  and  operative  tech- 
nique, etc.,  in  Bellevue  Hospital.  Professors  Coe  and  Flint. 

PEDIATRICS 
Third  Year 

I.  Lectures. — One  a week,  one-half  the  session,  on  the  normal  infant 
and  child,  methods  of  examination,  history  taking  and  recording, 
the  general  care  and  feeding  of  the  growing  infant  and  the  minor 
diseases  of  children.  Dr.  Freeman. 
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II.  Section  Teaching.— Practical  instruction  in  the  diagnosis,  espe- 
cially physical  signs,  and  treatment  of  the  diseases  of  children  in 
the  College  Clinic.  Drs.  McCabe  and  Dillon. 

Fourth  Year 

I.  Lectures. — One  a week,  throughout  the  session,  on  diseases  of  chil- 

dren, partly  didactic,  partly  clinical  ; illustrated  by  cases  and  with 
the  stereopticon.  Professor  Northrup. 

II.  Recitations  and  Practical  Instruction  in  Intubation. — One 
hour  a week  will  be  devoted  to  this  work  after  January  first* 
Drs.  Nicoll  and  Long. 

III.  Section  Teaching. — (a)  Bedside  instruction  in  the  hospital  wards. 
(b)  Instruction  in  milk  modification  for  the  feeding  of  infants  and 
young  children.  Drs.  Nicoll  and  Long. 

{c)  Practical  instruction  in  the  diagnosis  and  treatment  of  diseases 
of  children  in  the  Out-Door  Department  of  Bellevue  Hospital,  the 
College  Clinic,  and  the  Foundling  and  Presbyterian  Hospitals.  Pro- 
fessor Northrup  and  Drs.  Freeman,  Nicoll,  and  Long. 

IV.  Practical  instruction  in  diagnosis,  especially  physical  signs  and 
treatment  of  diseases  of  children  in  the  College  clinic.  Drs.  Nicoll 
and  Long. 

V.  Instruction  in  contagious  diseases  in  the  Willard  Parker  Hospital. 

Dr.  Nicoll.  (Optional.) 

NERVOUS  DISEASES 
Fourth  Year 

I.  Lectures. — One  a week  throughout  the  session.  These  lectures  are 

clinical,  being  illustrated  by  cases  of  the  diseases  under  discussion, 
and  include  a systematic  course  of  instruction  in  the  diseases  of  the 
brain  and  spinal  cord  ; their  pathology,  diagnosis,  and  treatment. 
Professor  Fisher. 

II.  Section  Teaching. — i.  Bedside  instruction  in  Bellevue  Hospital, 
once  a week,  throughout  the  session.  2.  Instruction  in  the  methods 
of  diagnosis  in  nervous  diseases,  in  the  College  Clinic.  During  this 
course  the  students  will  have  opportunities  to  examine  the  patients, 
with  a view  to  arriving  at  a diagnosis.  3.  Instruction  in  electro- 
diagnosis and  electro-therapy,  in  the  College  Clinic.  Professor 
Fisher  and  Dr.  Scratchley. 


Facilities 

Clinical  material  for  instruction  in  nervous  diseases  is  drawn  from 
Bellevue  Hospital  and  the  College  Clinic. 
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MENTAL  DISEASES 
Fourth  Year 

I.  Lectures. — One  a week,  first  half  the  session.  These  lectures  will 
be  partly  didactic,  partly  clinical.  The  didactic  lectures  will  em- 
brace systematic  instruction  in  mental  diseases,  including : The 
essential  principles  of  insanity  ; its  nature  and  prominent  features  ; 
concise  definitions  of  the  important  technical  terms  used  in  psycho- 
logical medicine  ; a comprehensive  classification  of  mental  diseases 
and  their  etiology,  diagnosis,  prognosis,  and  treatment ; the  legal 
aspects  of  insanity,  its  jurisprudence,  civil  and  criminal  ; the  ex- 
amination and  commitment  of  the  insane,  and  hints  for  the  guidance 
of  physicians  when  called  as  witnesses  in  medico-legal  proceedings. 
The  clinical  lectures  will  consist  of  the  presentation  of  cases  of 
insanity  illustrating  the  teachings  of  the  didactic  lectures.  Pro- 
fessor MacDonald. 

Facilities 

Illustrative  cases  of  mental  diseases  are  furnished  from  the  Manhat- 
tan State  Hospital  on  Ward’s  Island,  and  from  the  Psychopathic  Ward 
at  Bellevue  Hospital. 

OPHTHALMOLOGY 
Fourth  Year 

I.  Lectures. — One  a week,  throughout  the  session,  on  the  external  and 

internal  diseases  of  the  eye  ; the  former  being  illustrated  by  cases, 
and  both  by  a full  series  of  excellent  colored  lantern  slides.  Pro- 
fessor Weeks. 

II.  Section  Teaching. — Small  sections  of  the  class  will  receive  prac- 
tical instruction  in  the  recognition  and  diagnosis  of  all  the  usual 
external  affections  of  the  eye  ; practical  instruction  in  the  tech- 
nical use  of  the  ophthalmoscope,  during  which  the  student  will 
become  familiar  with  the  appearances  of  the  normal  fundus  oculi, 
and  some  practical  instruction  in  the  treatment  of  diseases  of  the 
eye  and  the  correction  of  errors  of  refraction.  Drs.  Wandless 
and  Bell. 

A quiz  course  will  be  given  during  the  latter  part  of  the  college 
year,  covering  the  subjects  gone  over  in  the  regular  lecture  course, 
for  the  purpose  of  review. 

III.  Special  Work. — Students  desiring  a more  complete  knowledge  of 
diseases  of  the  eye,  including  errors  of  refraction  and  their  cor- 
rection and  ophthalmic  surgery,  can,  if  fitted  for  the  course,  obtain 
facilities  for  pursuing  those  studies  under  the  auspices  of  the 
College  in  private  classes.  Those  wishing  to  make  a study  of  the 
microscopical  pathology  of  the  eye  can  also  avail  themselves  of 
opportunities  which  will  be  offered. 
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Facilities 

Clinical  material  is  obtained  from  the  Out-Door  Poor  Department  of 
Bellevue  Hospital,  the  College  Clinic,  and  from  the  New  York  Eye  and 
Ear  Infirmary.  The  College  Clinic  is  fitted  with  the  necessary  equip- 
ment for  practical  work  with  the  ophthalmoscope. 

DERMATOLOGY  AND  SYPHILOLOGY 
Fourth  Year 

I.  Lectures. — One  a week  throughout  the  session.  The  lectures  will 

be  partly  didactic,  partly  clinical ; The  epidiascope  will  be  used  to 
project  lantern  slides,  microscopic  sections  and  photographs  to 
illustrate  these  lectures.  The  course  will  consist  of  a systematic 
presentation  of  the  diagnosis,  pathology,  and  treatment  of  cutaneous 
disease,  particular  attention  being  also  given  to  the  differential 
diagnosis  between  syphilitic  and  non-syphilitic  affections.  A 
number  of  lectures  will  be  given  on  the  general  subject  of  syphilis 
aside  from  its  cutaneous  manifestations.  Professor  Fordyce. 

II.  Section  Teaching. — Instruction  in  the  diagnosis  and  treatment  of 
diseases  of  the  skin  will  be  given  to  small  sections  of  the  class  in 
the  College  Clinic.  An  X-Ray  and  a High  Frequency  Apparatus 
have  been  added  to  the  Equipment  of  the  Clinic.  The  method  of 
using  these  agents  in  the  treatment  of  skin  diseases  will  be  taught 
to  the  section  classes.  Drs.  Trimble  and  MacKee. 

III.  Laboratory  Work. — In  the  dermatological  laboratory  and  in  the 
College  Clinic  sections  of  the  class  will  be  instructed  in  the  mic- 
roscopical examination  of  hairs  and  scales  for  parasitic  fungi . 
methods  of  preparing  culture  media  and  differentiation  of  the 
dermatophytes.  Methods  of  making  biopsies  and  the  manner 
of  using  physical  agents  in  dermatology  and  other  minor  surgical 
procedures.  Drs.  Trimble  and  Jagle. 

Facilities 

Clinical  material  for  section  teaching  and  for  illustrating  the  lectures 
is  derived  from  the  Out-Door  Poor  Department  of  Bellevue  Hospital,  the 
College  Clinic,  and  the  Skin  Wards  of  the  City  Hospital. 

The  dermatological  department  includes  a well  equipped  laboratory 
which  is  provided  with  cultures  of  the  parasitic  fungi  and  several 
thousand  sections  of  the  common  as  well  as  the  rare  lesions  of  the  skin. 
All  the  types  of  malignant  diseases  of  the  skin  are  represented  in  this 
collection.  The  laboratory  is  available  for  the  advanced  study  of  the 
pathology  of  cutaneous  diseases.  The  collection  of  reproductions  of 
the  Baretta  models  from  the  Museum  of  the  St.  Louis  Hospital,  Paris 
has  been  added  to  during  the  past  year. 


UNIVERSITY  AND  BELLEVUE  HOSPITAL  MEDICAL  COLLEGE 


49 


OTOLOGY 
Fourth  Year 

I.  Lectures. — One  a week,  after  January  first,  on  the  diseases  of 

the  ear.  The  various  pathological  conditions  are  described  and 
demonstrated  to  the  class  by  the  use  of  large  models.  In  this 
manner  it  is  possible  to  give  the  class  a clear  idea  of  the  appear- 
ance of  the  parts.  In  addition  to  the  use  of  the  models,  both  wet 
and  dry  anatomical  specimens  are  presented  for  inspection.  All 
operations  are  demonstrated  on  the  cadaver.  Particular  care  is 
taken  to  present  the  subject  from  the  standpoint  of  the  general 
practitioner  and  to  render  each  student  competent  to  treat  intelli- 
gently those  diseases  of  the  ear  which  demand  immediate  attention. 
Professor  Dench. 

II.  Section  Teaching. — Small  sections  of  the  class  will  receive  prac- 
tical instruction  in  the  examination  of  the  ear  and  the  diagnosis 
and  treatment  of  aural  disease.  The  section  work  is  given  in  the 
college  clinic,  where  the  students  are  given  the  opportunity  to  study 
and  to  become  familiar  with  all  the  common  ear  lesions.  Dr. 
Kerrison. 

III.  Operative  Otology. — A practical  demonstration  of  the  various 
otological  operations  will  be  made  upon  the  cadaver  before  small 
sections  of  the  class. 

IV.  Elective  Course. — Operative  Clinic  on  Otology  at  the  New  York 
Eye  and  Ear  Infirmary,  every  Monday  afternoon  at  three  o’clock. 
Professor  Dench. 

Facilities 

The  clinical  material  used  to  illustrate  the  lectures  and  for  the  section 
teaching  is  drawn  from  the  College  Clinic,  the  Out-Patient  Department 
of  Bellevue  Hospital,  the  New  York  Eye  and  Ear  Infirmary  and  other 
sources. 


LARYNGOLOGY  AND  RHINOLOGY 
Fourth  Year 

I.  Lectures. — One  a week  throughout  half  the  session.  This  course 
of  lectures  will  comprise  a presentation  of  the  special  anatomy 
and  physiology  of  the  upper  respiratory  tract ; the  etiology  and 
pathology  of  affections  of  the  nose  and  throat,  and  a description 
of  the  more  common  diseases  of  those  organs,  their  diagnosis  and 
treatment.  Where  practicable,  these  lectures  will  be  illustrated  by 
cases  of  the  diseases  described.  Professor  Coakley. 
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II.  Section  Teaching. — Small  sections  of  the  class  will  be  taught  the 
regional  anatomy  of  the  nose  and  throat  by  means  of  preserved 
specimens  and  models  ; the  methods  of  rhinological  and  laryngo- 
logical  examination,  with  an  opportunity  to  practice  those  methods  on 
cases,  and  the  medicinal  and  operative  treatment  of  cases  of  disease 
of  the  nose  and  throat.  Professor  Coakley  and  assistants. 

III.  Special  Work. — An  optional  course  in  the  diseases  of  the  nose  and 
throat  is  offered  to  those  students  who  are  prepared  to  take  it. 
The  course  will  include  practical  drill  in  diagnosis  and  treatment. 
Opportunities  to  perform  minor  operations  will  also  be  accorded  to 
students  who  show  sufficient  proficiency.  Professor  Coakley  and 
assistants. 

Facilities 

The  clinical  material  available  for  instruction  is  drawn  from  the  Col- 
lege Clinic.  Small  sections  of  the  class  are  privileged  to  attend  the 
clinics  on  the  nose  and  throat  at  the  Demilt  Dispensary  and  operations 
at  Columbus  Hospital.  The  institutions  are  but  a short  distance  from 
the  College. 

Fourth  Year 
Review  Recitations 

Review  Recitations  in  Anatomy,  Materia  Medica  and  Therapeutics, 
Diagnosis,  Medicine,  Surgery,  Obstetrics  and  Gyntecology.  One  a 
week  in  each  subject  to  sections  of  class. 

Fourth  Year 
Special  Subjects 

Short  courses  of  lectures  or  demonstrations  on  the  following  subjects 
will  be  given  during  the  fourth  year  : 

Quarantine  Sanitation, 

Medical  Jurisprudence, 

X-Ray  Technique, 

Electro-Therapeutics, 

Hydrotherapy, 

Life  Insurance  Examination. 

PATHOLOGICAL  CHEMISTRY 

Herter  Lectureship  on  Pathological  Chemistry 

Dr.  Christian  A.  Herter,  formerly  Professor  of  Pathological  Chemis- 
try in  the  College,  has  given  to  the  Council  of  New  York  University  a 
fund  to  provide  for  an  annual  course  of  lectures  on  this  subject. 

Professor  Friedrich  Muller,  Professor  of  Medicine,  University  of 
Munich,  will  deliver  this  course  at  beginning  of  the  session  1906-07. 
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Graduate  Courses 

The  following  special  courses  of  instruction  have  been  arranged  for 
graduates  in  medicine  provided  a sufficient  number  apply.  The  courses 
are  planned  to  occupy  about  six  weeks  each,  but  it  may  be  possible 
for  two,  or  perhaps  more,  of  the  courses  to  be  taken  at  the  same 
time.  Special  provision  has  been  made  for  those  who  do  not  wish 
to  take  the  entire  course,  but  to  select  certain  topics  only  from  each 
course. 

Subsequent  courses  during  the  Summer  will  be  given  if  a sufficient 
number  enroll  for  them. 

All  those  desiring  to  take  the  courses  or  portions  of  courses  are 
requested  to  notify  Samuel  A.  Brown,  M.D.,  Corresponding  Secretary, 
University  and  Bellevue  Hospital  Medical  College,  Twenty-sixth 
Street  and  First  Avenue,  prior  to  April  14th,  1907. 

Applied  Bacteriology 

A short  practical  course  on  applied  bacteriology  intended  for  phy- 
sicians and  sanitary  officers  will  be  given  in  the  Carnegie  Labora- 
tory during  April  and  May.  The  course  will  begin  on  the  last  Monday 
in  April.  There  will  be  given  on  alternate  days  a series  of  three-hour 
exercises  on  laboratory  technique,  and  the  practical  application  of  bac- 
teriology in  the  prevention,  diagnosis  and  treatment  of  disease. 

Physicians  who  have  had  some  training  in  bacteriology  and  who  do 
not  desire  to  spend  the  time  required  for  the  whole  course  may  select 
one  or  more  of  the  exercises  devoted  to  the  consideration  of  special 
subjects.  They  may  thus  refresh  their  knowledge  on  those  subjects  of 
special  interest  to  them  and  at  least  learn  what  assistance  bacteriolog- 
ical examinations  may  afford  in  clinical  work,  the  methods  for  the  prep- 
aration of  material  for  laboratory  examinations,  and  the  interpretation 
of  results.  The  exercises  will  begin  at  2 o’clock  and  will  continue 
until  5.  The  first  six  exercises  will  be  devoted  to  bacteriological  tech- 
nique and  must  be  taken  together.  The  subjects  for  the  last  eight  exer- 
cises are  as  follows: 

The  diphtheria  and  tetanus  bacilli  and  their  antitoxins. 

The  tubercle  bacillus  and  tuberculin. 

The  typhoid,  paracolon  and  dysentery  bacilli  and  the  serum  reactions. 

The  gonococcus,  the  pneumococcus,  meningococcus,  and  the 
streptococcus. 

The  bacteriological  examinations  of  water,  ice,  and  air,  and  their  value. 

The  bacteriological  examinations  of  blood,  urine,  faeces,  and  milk. 

Disinfection. 

Visit  to  the  Department  of  Health  laboratories. 
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The  charge  for  the  14  lessons  will  be  $20.  The  charge  for  single 
exercises  will  be  $2  each. 

Microscopes,  apparatus,  culture  media,  etc.,  will  be  furnished. 

The  courses  will  be  under  the  direction  of  Dr.  Wm.  H.  Park,  Professor 
of  Bacteriology  and  Hygiene,  assisted  by  Drs.  Robert  J.  Wilson 
and  Thomas  Flournoy. 

Clinical  Microscopy  and  Applied  Pathology 

A short  practical  course  in  clinical  microscopy  and  applied  pathology 
will  be  given  in  the  Carnegie  Laboratory,  beginning  on  the  first  Tuesday 
in  May.  There  will  be  fifteen  exercises  of  three  hours  on  Tuesdays, 
Thursdays  and  Saturdays,  from  two  to  five  in  the  afternoon.  The 
course  will  cover  the  methods  of  examining  urine,  stomach  contents,  in- 
flammatory exudates,  milk,  sputum  and  blood,  and  the  application  of 
these  methods  to  diagnosis.  Specimens  from  cases  with  known  clinical 
histories  will  be  submitted  for  examination,  and  the  bearing  of  the 
results  upon  the  diagnosis  and  prognosis  will  be  fully  discussed  in  each 
case.  The  fee  for  the  course  is  $25.00. 

Histological  Technique 

A short  practical  course  upon  the  histological  technique  for  the 
preparation  and  examination  of  new  growths  and  diseased  tissues  will 
be  given  during  May  and  June.  It  consists  of  two-hour  sessions  on 
alternate  days,  and  extends  over  a period  of  six  weeks.  The  work  is  to 
be  entirely  practical ; each  student  is  expected  to  fully  prepare  all  the 
tissues  examined.  Sections  will  be  limited  to  ten  men.  Fee  for  the 
course  is  $25.00 


Pathological  Histology 

This  course  is  designed  to  meet  the  needs  of  surgeons  and  gynae- 
cologists who  wish  to  make  pathological  examinations  of  tissues 
removed  at  operations.  The  work  will  be  entirely  practical,  and  each 
member  of  the  class  will  be  expected  to  learn  all  the  details  necessary 
for  the  study  of  each  specimen  submitted  for  examination,  including 
hardening,  embedding,  cutting,  staining  and  mounting.  The  material 
used  in  the  work  will  be  selected  from  a large  surgical  and  gynaeco- 
logical service. 

Particular  attention  will  be  given  to  the  differential  diagnosis  of  the 
most  common  tumors  and  the  morbid  processes  of  greatest  surgical 
interest.  A working  knowledge  of  normal  histology  will  be  necessary. 

The  course  will  begin  on  first  Monday  in  May,  and  will  be  limited 
to  a class  not  exceeding  ten  members. 
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There  will  be  three-hour  exercises  on  alternate  days,  for  five  weeks, 
and  the  fee  for  the  course  will  be  $25.00,  which  will  cover  all  expenses. 
Professor  Harlow  Brooks  and  Dr.  G.  R.  Satterlee. 

Gross  Pathology 

Autopsies  are  held  at  the  City  Morgue  on  Monday,  Wednesday  and 
Friday  afternoons,  on  cases  of  clinical  interest  from  the  wards  of 
Bellevue  Hospital  and  on  cases  of  accidental  and  sudden  death,  of 
interest  from  a medico-legal  standpoint.  Attention  during  the  early 
part  of  the  course  is  directed  chiefly  to  the  technique  of  making  com- 
plete post-mortem  examinations,  including  examinations  of  the  spinal 
cord,  accessory  cavities  of  the  skull  and  the  naso-pharynx,  and  to  the 
determination  of  the  cause  of  death.  During  the  latter  part  of  the 
course  attention  is  directed  to  a more  careful  consideration  of  the 
special  pathological  changes  discernible  in  the  various  organs.  The 
material  is  studied  under  the  microscope  in  the  fresh  state  by  teased 
preparations  and  frozen  sections.  Cover-glass  preparations  are  made 
from  exudates  and  stained  for  bacteria.  In  appropriate  cases,  cultures 
are  made  for  bacteriological  examination  and  sections  of  organs  are 
hardened  for  further  microscopical  study.  Particular  attention  is 
given  to  methods  of  carefully  recording  all  data  gathered  at  the 
autopsy,  and  students  are  given  practice  in  writing  protocols.  The 
various  departures  from  the  normal  condition  of  the  organs  are 
described  in  detail,  the  pathological  diagnoses  being  reserved  until 
the  final  summary  of  the  case.  Under  the  direction  of  the  instructor, 
the  members  of  the  class  are  permitted  to  perform  the  autopsies 
throughout  the  greater  part  of  the  course. 

The  Pathological  Museum  of  the  Carnegie  Laboratory  is  open  to 
members  of  the  class,  and  twice  a week  demonstrations  of  gross 
pathological  specimens  and  methods  of  museum  preparation  are  given 
in  the  Museum  Laboratory.  Fee,  $25.00.  Course  will  be  given  by 
Dr.  Welch. 


Operative  Surgery  on  the  Cadaver 

The  course  in  advanced  operative  surgery  on  the  cadaver  will  begin 
first  week  in  May.  Twelve  lessons  of  two  hours  each  will  be  given  on 
Mondays,  Wednesdays  and  Fridays,  at  2 p.m.  The  lessons  include : 
the  surgery  of  the  Head,  Neck,  Thoracic  and  Abdominal  cavities. 

The  following  scheme  will  be  carried  out  as  closely  as  is  feasible  : 

Students  may  take  the  entire  course,  or  take  any  one  or  more  of  the 
lessons.  Persons  desiring  to  rehearse  any  particular  operation  (not 
included  in  the  list)  will  be  permitted  to  do  so  under  the  direction  of 
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the  demonstrator,  after  sufficient  notice,  to  permit  of  arrangement  for 
material. 

Craniotomy  for  Fracture  of  Skull,  Craniotomy  for  Meningeal  Hemor- 
rhage, Craniotomy  for  Cerebral  Tumor. 

Opening  the  Mastoid  Antrum,  Craniotomy  for  Thrombosis  of  Lateral 
Sinus,  Ligature  of  Internal  Jugular  Vein,  Opening  the  Frontal 
Sinus. 

Excision  of  Upper  Jaw — preliminary  exposure  of  External  Carotid 
Artery  and  application  of  emergency  loop,  Excision  of  Lower  Jaw. 
Removal  of  the  Tongue — Ligature  of  Lingual  Artery  in  the  wound, 
Laryngotomy,  Tracheotomy,  Thyroidectomy. 

Amputation  of  the  Breast,  Thoracotomy. 

Celiotomy,  Intestinal  Suture,  Intestinal  Anastomosis. 
Gastro-enterostomy,  Gastrostomy. 

Appendectomy,  Inguinal  Colostomy. 

Cholecystotomy,  Cholecystectomy,  Herniotomy. 

Supra-pubic  Cystotomy,  Castration,  Perineal  section. 

Prostatectomy,  Excision  of  the  Rectum. 

Nephrotomy,  Nephrectomy,  Nephropexy. 

The  class  is  limited  to  six  members. 

Fee  for  entire  course,  $50.00.  Fee  for  portion  of  course,  $5.00  per 
lesson.  Course  will  be  given  by  Professor  H.  A.  Haubold. 

Applied  Anatomy 

A course  of  demonstrations  in  regional  anatomy  will  be  given  in  the 
Dissecting  Room,  on  Tuesday,  Thursday  and  Saturday  afternoons, 
from  2 to  5,  beginning  about  May  15th.  There  will  be  seven  exercises, 
as  follows  : 

Anatomy  of  the  Abdomen. 

Anatomy  of  the  Thorax. 

The  Triangles  of  the  Neck. 

The  Axilla,  Cubital  Fossa,  Scarpa’s  Triangle,  Hunter’s  Canal,  the 
Poplitial  Space,  etc. 

The  anatomy  of  the  following  joints  : Shoulder,  Elbow,  Wrist,  Hip, 
Knee,  Ankle,  Medio-tarsal  Joint,  and  their  surface  anatomy. 

The  anatomy  of  the  Male  and  Female  Genitals. 

The  anatomy  of  Inguinal  and  Femoral  Hernia. 

Fee  for  the  whole  course,  $30.00;  for  a portion  of  the  course,  $5.00 
for  each  demonstration.  The  class  is  limited  to  five  members. 

Course  in  Medicine  and  Physical  Diagnosis 

Two  courses  of  instruction  will  be  given  in  Physical  Diagnosis  and 
Internal  Medicine : one,  on  Monday,  Wednesday  and  Friday ; the 
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other,  Tuesday,  Thursday  and  Saturday.  Each  course  will  consist 
of  twelve  lessons,  on  alternate  days,  from  2 to  4 o’clock. 

Instruction  will  consist  of  examination  of  cases,  and  will  cover, 
so  far  as  possible,  all  important  points  in  Physical  Diagnosis. 
First  course  will  begin  on  April  28th.  The  instruction  will  be  personal 
and  classes  limited  to  four  men.  Fee  for  twelve  lessons,  $25.00. 


Clinical  and  Operative  Gynaecology 

A course  in  Clinical  and  Operative  Gynaecology  will  begin  the 
last  week  in  April,  and  last  four  weeks.  The  class  will  be  limited  to 
four  men,  and  will  meet  daily  at  1.30  p.  m.,  on  Monday,  Wednesday 
and  Friday  in  the  College  Clinic,  where  ample  material  is  offered 
for  examinations,  diagnosis,  etc.  ; on  Tuesday,  in  the  New  College 
Building,  for  operative  gynaecology  on  the  cadaver,  each  member  of 
the  class  having  opportunity  to  perform  the  principal  minor  and 
major  gynaecological  operations  ; on  Thursday,  in  the  Hospital  Ward, 
for  dressing  cases  operated  upon  during  the  previous  week,  and  the 
examination  of  cases  for  operation  on  the  following  Saturday  in  the 
Crane  Room,  Bellevue  Hospital.  Fee  for  course,  $50.00.  Course  will 
be  given  by  Dr.  W.  E.  Studdiford. 

Genito-Urinary  Diseases 

Two  courses  of  instruction  in  Genito-Urinary  and  Venereal  diseases, 
with  personal  examination,  diagnosis  and  treatment,  including  the 
use  of  the  endoscope  and  the  cystoscope,  with  catheterization  of  the 
ureters,  will  be  given  at  the  College  Clinic  during  the  months  of  May, 
June  and  July.  The  courses  will  be  of  ten  lessons  each,  commencing 
Saturday,  May  6,  at  three  o’clock,  to  continue  on  Wednesdays  and 
Saturdays.  Class  limited  to  four  members.  Fee,  $25.00.  Dr.  John 
Van  der  Poel. 


Advanced  Physiology 

A course  of  lectures,  one  each  week,  on  the  subject  of  general 
metabolism,  normal  and  pathological,  will  be  given  throughout  the 
term.  Fee,  $25.  Prof.  Graham  Lusk. 

Special  Clinical  Courses 

Clinical  courses  will  also  be  given  in  Laryngology,  Ophthalmology, 
and  Pediatrics,  if  a sufficient  number  of  applications  for  such  courses 
are  received. 
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CLINICAL  FACILITIES 

The  College  possesses  ample  facilities  for  clinical  teaching,  and  the 
school  is  pre-eminent  as  a school  of  practical  medicine.  This  purpose 
has  been  constantly  in  view  in  the  arrangement  of  the  course  of  study. 

The  College  Clinic  (in  College  Building).  (See  also  page  12.) 

This  is  a General  Medical  and  Surgical  Clinic,  and  supplies  aid  for 
the  outdoor  sick  poor.  The  situation  is  peculiarly  advantageous,  as  it 
is  just  opposite  Bellevue  Hospital.  It  affords  abundant  material  for 
practical  clinical  instruction  in  all  departments  of  Medicine  and  Surgery. 
Connected  with  Clinic  are  the  Laboratories  of  Bacteriology,  Pathology, 
and  Clinical  Microscopy,  in  which  opportunity  is  given  the  student  to 
make  the  necessary  examinations  of  the  blood,  sputum,  urine,  etc. 

The  Edward  N.  Gibbs  X-Ray  Laboratory. 

Through  the  generosity  of  friends  of  the  College  and  in  recognition 
of  the  medical  services  rendered  to  the  late  Edward  N.  Gibbs  by  mem- 
bers of  the  Bellevue  Hospital  medical  staff,  there  has  been  established 
in  connection  with  the  College  Clinic  the  Edward  N.  Gibbs  X-Ray 
Laboratory.  This  has  been  placed  under  the  immediate  direction  of 
Mr.  E.  W.  Caldwell,  an  expert  in  skiagraphy. 

The  Laboratory  is  attached  to  the  College  Clinic,  and  is  conducted 
to  aid  the  medical  and  surgical  staff  of  Bellevue  Hospital  and  of  the 
Clinic  in  the  diagnosis  and  study  of  obscure  forms  of  disease  among 
the  poor  under  treatment  in  these  institutions.  The  facilities  of  this 
laboratory  will  be  used  to  illustrate  the  lectures  on  Radioscopy.  It  is 
maintained  in  the  highest  degree  of  efficiency  by  the  founders. 

Bellevue  Hospital  (26th  Street  and  First  Avenue).  (See  also  page  15.) 

Bellevue  Hospital  is  directly  across  the  street  from  the  College  Build- 
ings. It  is  the  great  City  Hospital  especially  used  for  acute  diseases,  has 
ten  hundred  and  seventy-five  beds,  and  receives  annually  about  25,000 
patients.  All  of  the  great  charitable  institutions  on  Blackwell’s,  Ward’s, 
Randall’s,  and  Hart’s  Island  receive  their  inmates,  numbering  many 
thousands,  through  Bellevue  Hospital  or  its  Out-Patient  Department.  In 
the  Out-Patient  Department  more  than  fifty  thousand  new  patients  a year 
are  treated,  aside  from  those  admitted  to  the  various  hospitals  of  the  De- 
partment of  Charities. 

Professor  Janeway,  Consulting  Physician. 

Professors  Bryant,  Curtis,  Stewart  and  Brown,  Attending  Surgeons. 

Professors  Smith,  Biggs  and  LeFevre,  Attending  Physicians. 

Professor  Coe,  Attending  Gynaecologist. 

Professor  Flint,  Jr.,  Attending  Obstetrician. 

Professor  E.  D.  Fisher,  Consulting  Neurologist. 
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Professor  W.  C.  Lusk  and  Dr.  Van  der  Poel,  Assistant  Attending 
Surgeons. 

Dr.  Carlisle,  Assistant  Visiting  Physician. 

Dr.  Studdiford,  Assistant  Gynaecologist. 

Dr.  John  Douglass,  Adjunct  Assistant  Surgeon. 

Dr.  S.  A.  Brown,  Adjunct  Assistant  Physician. 

Dr.  Foskett,  Adjunct  Assistant  Gynaecologist. 

City  Hospital  (formerly  Charity  Hospital,  Blackwell’s  Island). 

This  is  the  great  City  Hospital  for  chronic  and  venereal  diseases.  It 
has  about  one  thousand  beds,  and  is  reached  from  the  pier  at  Bellevue 
Hospital  by  the  steamers  of  the  Department  of  Charities. 

Professor  John  A.  Fordyce,  Attending  Dermatologist. 

Dr.  C.  E.  Quimby,  Attending  Physician. 

Dr.  Harlow  Brooks,  Attending  Physician. 

Section  teaching  and  hospital  clinics  may  be  given  at  this  institution. 
Hospitals  of  the  Workhouse  and  Almshouse  (Blackwell’s  Island). 

These  institutions  are  also  reached  by  the  steamers  of  the  Department 
of  Charities,  which  leave  the  pier  at  Bellevue  Hospital. 

Dr.  A.  S.  Morrow,  Attending  Surgeon. 

Dr.  S.  A.  Brown,  Attending  Physician. 

Dr.  George  B.  Wallace,  Attending  Physician. 

The  hospitals  of  the  Workhouse  contain  about  one  hundred  and 
twenty  beds,  and  are  chiefly  occupied  by  cases  of  acute  disease. 

Hospital  clinics  and  section  teaching  may  be  given  at  these  institu- 
tions. 

Manhattan  State  Hospital  for  the  Insane  (situated  on  Blackwell’s 
Island  and  Ward’s  Island). 

This  hospital  is  reached  from  the  foot  of  East  28th  Street  by  the  boats 
of  the  Department.  These  institutions  contain  more  than  six  thousand 

insane  patients. 

Opportunities  are  afforded  to  students  during  the  fourth  year  to  see 
the  various  types  of  insanity. 

Professor  Carlos  MacDonald,  Consulting  Physician. 

Professors  Bryant  and  W.  C.  Lusk,  Consulting  Surgeons. 

Willard  Parker  and  Reception  Hospitals,  and  the  Riverside  Hos- 
pital for  Contagious  Diseases  (Department  of  Health  of  New 
York  City). 

The  Willard  Parker  and  Reception  Hospitals  are  situated  at  the  foot 
of  East  16th  Street.  These  hospitals  are  devoted  to  the  treatment  of 
scarlet  fever  and  diphtheria,  and  to  the  reception  of  other  contagious 
diseases. 

Practical  bedside  instruction  in  the  diagnosis  of  these  diseases  is 
afforded  to  students  during  the  fourth  year.  Dr.  Nicoll. 
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These  institutions  are  easily  accessible  by  street  car  from  the  Col- 
lege Buildings,  and  contain  about  two  hundred  beds. 

The  Riverside  Hospital  is  reached  from  the  foot  of  East  16th  Street 
by  steamers  of  the  Department  of  Health,  or  from  East  I32d  Street. 

It  is  devoted  to  all  forms  of  contagious  disease,  and  has  facilities  for 
accommodation  of  more  than  three  hundred  patients. 

Dr.  Nicoll,  Attending  Physician. 

Dr.  Kerrison,  Attending  Aurist. 

Riverside  Sanitarium  (Department  of  Health). 

Dr.  Huddleston,  Attending  Physician. 

Dr.  Pulley,  Attending  Physician. 

Randall’s  Island  Hospital  (Department  of  Public  Charities). 

Is  devoted  chiefly  to  the  care  of  infants,  idiots,  and  imbeciles.  It  is 
reached  by  boat  from  the  Department  of  Charities,  foot  of  East  26th 
Street,  or  from  East  120th  Street. 

Presbyterian  Hospital  (Madison  Avenue  and  70th  Street). 

Accessible  by  electric  cars  from  the  College.  This  is  a large  modern 
general  hospital  containing  three  hundred  and  thirty  beds. 

Opportunities  for  bedside  instruction  is  afforded  to  members  of 
fourth  year  class  in  small  sections. 

Professor  Northrup,  Attending  Physician. 

Professor  F.  Tilden  Brown,  Assistant  Attending  Surgeon. 

St.  Luke’s  Hospital  (Morningside  Heights,  113th  Street  and  Amster- 
dam Avenue). 

Accessible  by  electric  cars  from  the  College.  This  is  the  most  recently 
erected  of  the  hospitals — having  moved  a few  years  ago  from  its  old  site 
on  Fifth  Avenue. 

Professor  Curtis,  Attending  Surgeon. 

Professor  LeFevre,  Attending  Physician. 

Dr.  T.  C.  Janeway,  Attending  Physician. 

St.  Vincent’s  Hospital  (Seventh  Avenue  and  12th  Street). 

Large  general  hospital  containing  more  than  two  hundred  beds. 
Reached  by  street  car  from  College  building. 

Professors  Bryant,  Biggs,  Stewart  and  Lusk,  and  Dr.  Lewis  are  at- 
tending at  this  institution,  and  students  will  be  permitted  to  witness 
operations,  etc. 

General  Memorial  Hospital  (106th  Street  and  Eighth  Avenue). 

Surgical  clinics  are  held  daily.  Professor  Coe  operates  once  or  twice 
a week  throughout  the  year,  the  students  being  always  made  welcome. 
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Gouverneur  Hospital  (Department  of  Charities,  Gouverneur  Slip,  cor- 
ner Front  Street). 

Reached  by  street  car  from  the  College  Building.  General  hospital 
and  reception  hospital  for  the  Department  of  Charities.  Has  also  a large 
Out-Patient  Department. 

Section  teaching  and  clinics  will  ue  given  during  the  fourth  year  at 
this  hospital  by  Professors  Silver  and  Erdmann  and  Dr.  Huddleston. 

Columbus  Hospital  (226  East  20th  Street). 

Very  accessible  from  College  Building.  Under  charge  of  Missionary 
Sisters  of  the  Sacred  Heart.  General  and  special  clinics  are  given  by 
Professor  Coakley  and  Dr.  Lewis,  to  which  students  of  the  Fourth-Year 
Class  are  invited. 

Harlem  Hospital  (Department  of  Charities,  553  East  120th  Street). 

Reached  by  electric  cars  from  College  Building.  Is  a branch  of  Belle- 
vue Hospital  and  has  a large  Out-Patient  Department.  Professor  Haubold 
will  conduct  section  teaching  for  fourth- year  students  during  session. 

New  York  Foundling  Hospital  (68th  Street,  between  Third  and  Lex- 
ington Avenues). 

Reached  by  street  car  from  College  Building.  Is  under  the  charge  of 
the  Sisters  of  Charity.  Instruction  in  diseases  of  children  is  given  here 
to  fourth-year  students  by  Professor  Northrup  and  Dr.  R.  G.  Freeman. 
Demonstrations  of  the  gross  pathology  of  infants  by  Dr.  M.  Nicoll,  Jr., 
pathologist. 

The  O’Dwyer  Memorial  Clinic,  established  during  1898  in  this  institu- 
tion. Professor  Northrup. 

Manhattan  Maternity  and  Dispensary  (on  60th  Street  between  First 
and  Second  Avenues). 

This  is  a small  hospital  which  was  opened  for  patients  in  February 
1905.  It  conducts  an  indoor  and  outdoor  obstetrical  service  and 
provides  a practical  course  for  students.  The  certificate  of  this  hospital 
is  accepted  by  the  College  as  complying  with  all  the  requirements  for 
actual  attendance  on  labor  cases. 

Professor  Flint  and  Dr.  Albert  S.  Morrow  are  on  the  Attending  Staff. 

New  York  Eye  and  Ear  Infirmary  (13th  Street  and  Second  Avenue). 

Easily  accessible  by  Second  Avenue  electric  cars.  Students  of  the 
College  attend  the  operative  clinic  of  Prof.  Dench,  Mondays  at  3.30  p.  m., 
and  Prof.  Weeks,  Tuesdays  at  3 p.  m. 

Lebanon  Hospital. — (150th  Street  and  Westchester  Avenue.)  Reached 
by  electric  and  elevated  cars  from  College  Building.  Surgical  clinics 
are  given  by  Professor  Syms,  to  which  students  are  admitted. 
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Prizes  and  Hospital  Appointments 

Mott  Prize  Medals 

By  the  will  of  the  late  Dr.  Valentine  Mott,  a founder  of  the  University 
Medical  College,  and  for  many  years  its  President  and  Professor  of 
Surgery,  perpetual  provision  was  made  for  the  following  medals: 

A gold  medal  to  the  candidate  who  shall  prepare  the  best  anatomical 
or  anatomico-surgical  preparation. 

A silver  medal  to  the  second  best  preparation. 

A bronze  medal  to  the  candidate  who  shall  furnish  the  best  notes  of  re- 
corded cases  and  remarks  of  the  Professor  of  either  of  the  Surgical  Clinics. 

Candidates  for  graduation,  as  well  as  first  and  second  course  students, 
may  compete  for  these  medals. 

The  preparations  shall  belong  to  the  University  Mott  Prize  Museum, 
and  be  labeled  with  the  name  of  the  maker. 

Reports  of  cases  shall  belong  to  and  be  deposited  in  the  Museum. 

The  specimens  are  to  be  presented  anonymously,  accompanied  by  a 
device  or  motto. 

The  medals  are  not  to  be  awarded  except  the  specimens  presented 
are  of  sufficiently  good  character. 

Further  information  regarding  the  preparations  will  be  furnished  by 
the  Professor  of  Anatomy. 

These  medals  were  awarded  at  session  1904-05  as  follows  : 

The  Gold  Medal,  George  Blackburn. 

The  Silver  Medal,  Curt  Otto  von  Wedell,  Jr. 

The  Bronze  Medal.  Fred.  Maxwell  Galloway. 

The  William  T.  Lusk  Memorial  Science  Prize.  A prize  of  one 
hundred  dollars  is  offered  for  the  best  thesis  presented  to  the  Faculty 
by  any  member  of  the  Senior  Class  upon  any  subject  which  embodies 
the  results  of  personal  original  research  done  under  the  supervision  of 
any  professor  or  designated  instructor  of  the  school.  This  prize  was 
awarded  to  Hyman  Morgenbesser,  B.S.,  at  the  last  commencement. 

The  Christian  A.  Herter  Research  Scholarship. — This  scholarship 
was  founded  for  the  encouragement  of  research  in  chemical  pathology, 
or  physiological  chemistry  or  pharmacology.  The  annual  income  ($300) 
will  be  awarded  each  year  to  a graduate,  or  undergraduate,  who  has 
already  demonstrated  aptitude  for  physiological  and  chemical  research. 

Appointments  in  the  Hospitals. — The  graduates  of  this  College 
are  eligible  for  examination  for  appointment  to  the  house  staff  in  the 
following  hospitals  : 

Bellevue  Hospital. — Twenty-four  regular  appointments  to  the  house 
staff  are  made  each  year.  The  term  of  service  is  two  years,  as  follows  : 
Six  months  as  junior  medical  assistant,  six  months  as  junior  surgical 
assistant,  boarding  out  of  the  Hospital  ; and  six  months  as  senior 
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assistant,  and  six  months  as  house  physician,  house  gynaecologist,  or 
house  surgeon,  board,  lodging,  and  washing  being  provided  in  the  Hos- 
pital. The  successful  candidates  are  assigned  to  duty  in  order  of  merit. 

City  Hospital. — Six  physicians  and  six  surgeons,  serving  for 
eighteen  months,  and  eight  “ provisionals,”  serving  for  one  year. 
For  the  entire  term  of  service,  board,  lodging,  and  washing  are  furnished 
in  the  Hospital.  Three  physicians  and  three  surgeons  begin  service  in 
June,  and  three  physicians  and  three  surgeons  in  December. 

Maternity  Hospital. — The  house  staff  is  included  in  the  staff  of  the 
City  Hospital. 

Gouverneur  Hospital.— Four  internes  are  appointed  each  year. 

Harlem  Hospital. — Two  internes  are  appointed  each  year. 

Almshouse  and  Incurable  Hospitals. — Four  internes , with  alter- 
nating medical  and  surgical  service,  are  appointed  each  year,  to  serve  for 
eighteen  months,  living  in  the  Hospital. 

Randall’s  Island  Hospital. — Four  internes  are  appointed  each  year, 
with  the  same  kind  of  service  and  under  the  same  conditions  as  in  the 
Almshouse  Hospital. 

Fordham  Hospital.— Two  internes  are  appointed  each  year. 

Other  Hospital  Appointments. — In  addition  to  those  in  the  hos- 
pitals in  the  Department  of  Public  Charities,  there  are  no  less  than 
twenty-four  hospitals,  not  including  special  hospitals,  in  which  appoint- 
ments to  the  house  staffs  are  open  to  competition.  The  most  prominent 
of  these  are,  the  Presbyterian  Hospital,  St.  Luke’s  Hospital,  the  New 
York  Hospital,  St.  Vincent’s  Hospital,  St.  Francis’  Hospital,  General 
Memorial  Hospital,  Mount  Sinai  Hospital,  the  German  Hospital,  the 
French  Hospital,  the  Italian  Hospital,  Roosevelt  Hospital,  Post  Gradu- 
ate Hospital,  St.  Mark’s  Hospital,  New  York  Foundling  Hospital, 
Willard- Parker  Hospital,  Riverside  Hospital,  Reception  Hospital, 
Kingston  Ave.  Hospital. 

The  following  members  of  the  class  graduating,  Session  1905- 
1906,  have  received  hospital  appointments  on  competitive  exami- 
nation : 

Richard  Travis  Atkins,  Chester  R.  Brown,  Ralph  Spencer  Cone, 
Arthur  Daniell,  Stephen  Hubert  DeCoste,  John  Alfred  Faiella,  George 
William  Finke,  Albert  Stanley  Freedman,  Stanley  Douglass  Hart, 
Max  Ernest  Jutte,  Francis  Anthony  Kaicher,  A.B.;  Harry  Michael 
Lefkowitsh,  B.S.;  Edmond  Camille  Linton,  Wentworth  Stanley  Mac- 
donald, A.B.;  Burdge  Perine  MacLean,  Jr.;  Lucian  Bayard  Mitchell, 
Samuel  Frederick  Mullins,  Arthur  John  Murphy,  Joseph  Roth,  Edward 
Barnard  Ruschli,  Louis  Sachs,  Marcel  Wesley  Sherwood,  Willard  George 
Steadman,  Jr.;  Emil  Stein,  Homer  Fordyce  Swift,  Ph.B.;  Howard  Don- 
ald Urquhart,  A.B.;  Robert  Pelton  Wadhams,  Ph.B.;  Charles  Wheeler 
Walker,  B.S.;  James  Jeremiah  Williams,  Jr. ; Frederick  Josias  Wurtele. 
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Miscellaneous  Information 

Members  of  the  class  who  receive  remittances  in  the  form  of  post- 
office  money  orders  will  save  trouble  if  they  direct  the  orders  to  be  made 
payable  at  Station  F,  New  York  City,  this  station  being  but  a short 
distance  from  the  College. 

The  courses  of  lectures  in  other  colleges  recognized  with  reference  to 
graduation  are  the  regular  sessions  of  such  colleges,  and  not  preparatory 
or  intermediate  courses,  except  when  recognized  by  the  Regents  (see 
p.  63).  The  latter  are  reckoned  only  as  time  of  study. 

Tickets  or  diplomas  of  colleges  devoted  to  any  peculiar  system  of 
medicine  are  considered  irregular,  and  will  not  be  recognized  under  any 
circumstances. 

The  College  never  issues  duplicate  diplomas  ; but  official  certificates 
of  graduation  are  given  to  alumni  who  present  satisfactory  evidence  that 
their  diplomas  have  been  destroyed  or  lost. 

Board 

Arrangements  are  made  by  the  clerk  so  that  each  matriculate  of  the 
College  will  be  furnished  with  good  board,  including  room  rent,  at  a con- 
venient distance  from  the  College  building,  at  the  rate  of  $5  to  $7  per 
week.  Information  as  to  board  may  be  obtained  from  the  clerk  at  his 
office  in  the  College,  or  from  the  Secretary  of  the  Intercollegiate  Young 
Men’s  Christian  Association,  129  Lexington  Avenue. 

Correspondence 

It  would  be  to  the  advantage  of  students  if  they  would  register  a few 
days  in  advance  of  the  opening  exercises,  secure  boarding  places,  and 
purchase  books,  so  that  their  studies  may  not  be  interrupted  in  the  be- 
ginning. The  Corresponding  Secretary  will  be  in  his  office  every  day 
during  September,  at  2 p.m. 

Letters  requesting  information  should  be  addressed  to 
EGBERT  LE  FEVRE,  M.D.,  Dean. 

The  University  and  Bellevue  Hospital  Medical  College, 

East  26th' Street  and  First  Avenue. 

Fees  for  the  Four-years’  Course 


Matriculation  (payable  only  once  on  entrance) $5.00 

First  Year 

General  Instruction $150.00 

Laboratory  Fees,  including  Dissection 30.00 

Second  Year 

General  Instruction $150.00 

Laboratory  Fees,  including  Dissection 30.00 
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Third  Year 

General  Instruction $150.00 

Laboratory  Fees,  including  Operative  Surgery 30.00 

Fourth  Year 

General  Instruction $150.00 

Laboratory  Fees 20.00 

Examination  Fee 25.00 


Fees  must  be  paid  according  to  foregoing  schedules  by  all  matricu- 
lates and  special  students,  including  those  who  have  already  received 
the  degree  of  M.D.,  except  alumni  of  the  College.  Tickets  cannot 
be  transferred,  and  fees  will  not  be  returned. 

The  laboratory  fees  and  one-half  of  general  instruction  is  payable  on 
October  3rd  and  one-half  on  January  8th , ten  days  grace  being  allowed,  at 
end  of  which  time  non-payment  will  debar  from  classes. 

Alumni  of  the  University  Medical  College  and  the  Bellevue  Hospital 
Medical  College  are  admitted  to  the  lectures  and  clinics  of  the  third  and 
fourth  years  upon  payment  of  the  matriculation  fee  only. 

Fees  cover  all  expenses  at  the  College  except  the  course  in  Practical 
Obstetrics. 

Note. — When  candidates  for  graduations  do  not  have  necessary  cer- 
tificate of  attendance  on  six  cases  of  labor,  a course  in  Practical  Obstet- 
rics can  be  taken  at  any  time  during  the  third  or  fourth  years  in  one  of 
several  maternity  institutions  in  New  York  City. 

Fees  for  Special  Students,  1906-1907 

Tickets  for  one  or  more  of  the  seven  departments  of  Practice  of  Medi- 
cine, Surgery,  Obstetrics,  Materia  Medica,  and  Therapeutics,  Physi- 
ology, Anatomy,  and  Chemistry  may  be  taken  separately  at  the  rate  of 
$40  for  each  department,  and  each  ticket  thus  taken  entitles  the  holder 
to  all  the  exercises  connected  with  the  department  for  which  it  is  issued, 
except  the  Laboratory  courses  and  dissections  ; but  attendance  upon 
lectures  under  such  separate  tickets  will  not  count  in  any  way  as  part 
of  one  of  the  four  regular  courses  of  lectures  required  for  graduation. 

The  Dissecting  ticket  may  be  taken  out  separately  by  matriculates  only. 


Dissection $15.00 

Laboratory  Courses  in  Chemistry,  Normal  Histology,  Patho- 
logical Histology,  Materia  Medica,  Gross  Pathology  and 
Autopsies,  and  Clinical  Microscopy,  each 25.00 


Regents’  Entrance  Examinations  and  Certificates 

General  Information  Regarding  the  Requirements  for  Admission 
to  Medical  Schools  in  the  State  of  New  York 
Each  student  who  matriculates  in  a New  York  Medical  School  with  the 
intention  of  becoming  a candidate  for  the  degree  of  Doctor  of  Medicine, 
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whether  he  comes  to  New  York  to  begin  or  continue  the  study  of  medi- 
cine, must  file  with  the  College  a Medical  Student’s  Certificate,  issued  by 
the  Regents  of  the  University  of  the  State  of  New  York. 

The  Medical  Student’s  Certificate  may  be  obtained  by  presenting 
evidence  : 

1 Of  having  satisfactorily  completed  a full  four  years’  course  in  a regis- 
tered academy  or  high  school ; or  preliminary  education  considered  and 
accepted  by  the  Regents  as  fully  equivalent  to  a four  years’  high  school 
course. 

The  Regents  will  accept  as  fully  equivalent  to  the  required  academic 
course  any  one  of  the  following : 

(а)  A certificate  of  having  completed  successfully  at  least  one  full  year’s 
course  of  study  in  the  collegiate  department  of  any  college  or  university 
registered  by  the  Regents  as  maintaining  a satisfactory  standard. 

(б)  A certificate  of  having  passed  in  a registered  institution  examina- 
tions equivalent  to  the  full  collegiate  course  of  the  Freshman  year  or  to 
a completed  academic  course. 

(c)  Regents’  pass-card  for  any  sixty  academic  counts  or  any  Regents' 
diploma. 

(</)  A certificate  of  graduation  from  any  registered  gymnasium  in  Ger- 
many, Austria,  Greece,  Hungary,  Russia,  Switzerland. 

( e ) A certificate  of  successful  completion  of  a course  in  a registered 
lyceum  of  Italy,  France,  Roumania. 

(/)  The  bachelors’  degree  in  arts  or  sciences,  or  substantial  equiva- 
lents from  any  registered  institution  in  France,  Spain,  Norway,  Sweden. 

(g)  Any  credential  from  a registered  institution  or  from  the  govern- 
ment in  any  foreign  state  or  country  which  represents  the  completion  of 
a course  of  study  equivalent  to  graduation  from  a registered  New  York 
high  school. 

2 Where  students  have  not  completed  a full  four  years’  academic  or 
high  school  course,  credit  is  given  for  the  years  that  have  been  com- 
pleted, and  an  examination  on  the  remaining  subjects  of  the  complete 
high  school  course  may  be  taken,  and,  if  successfully  passed,  a Medical 
Student’s  Certificate  will  be  issued. 

3 Students  who  cannot  present  evidence  as  above  may  obtain  a Med- 
ical Student’s  Certificate  on  passing  an  examination  on  the  subjects  re- 
quired by  the  Regents.  Fee  for  certificate,  25  cents. 

The  examinations  are  held  entirely  under  the  charge  of  the  Regents  in 
New  York,  and  in  many  other  places  throughout  the  State,  on  the  follow- 
ing dates : 

Calendar  of  Regents’  Examinations  for  the  Academic  Years  1906-1910. 

1906  1907  1908  1909  1910 

January  22 — 26  21 — 25  27 — 31  *5 — 29  24 — 28 

June  11 — 15  17 — 21  15 — 19  14 — 18  20 — 24 

September  17 — 19  25 — 27  14—16  13 — 15  19 — 21 
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Full  information  concerning  the  law,  together  with  blank  forms  of  ap- 
plication for  Medical  Students’  Certificate  and  a copy  of  the  law,  will  be 
furnished  by  the  Corresponding  Secretary  on  request. 

In  order  that  a definite  reply  may  be  sent  to  inquiries  relating  to  a 
Medical  Student’s  Certificate,  it  is  recommended  that  in  writing  the  fol- 
lowing points  be  observed  : 

(1)  State  whether  a graduate  in  arts  or  sciences,  or  whether  a partial 
or  complete  university  or  college  course  has  been  pursued. 

(2)  State  whether  a complete  (four  full  years)  or  a partial  high  school 
or  academic  course  has  been  pursued. 

(3)  If  credentials  called  for  under  1 and  2 cannot  be  presented,  state 
fully  what  the  preliminary  education  has  been,  taken  where,  and  the 
grade  of  schools  attended. 

(4)  If  the  study  of  medicine  has  already  been  begun,  give  the  name  of 
the  college  and  the  date  of  matriculation. 

Division  of  the  Examinations  for  License  to  Practice 
Medicine  in  New  York  State 

In  1901  the  Medical  Law  was  amended  to  give  the  Regents  power 
to  admit  conditionally  to  the  licensing  examinations  in  anatomy,  physi- 
ology and  hygiene,  and  chemistry,  applicants  certified  as  having  studied 
medicine  not  less  than  two  full  years  of  at  least  nine  months  each, 
including  two  satisfactory  courses  of  at  least  six  months  each,  in 
two  different  calendar  years,  in  a medical  school  registered  as  maintain- 
ing at  the  time  a satisfactory  standard  ; provided  that  such  applicants 
are  more  than  21  years  of  age,  of  good  moral  character,  and  have  the 
requisite  preliminary  education,  and  pay  a fee  of  $25.00;  the  final  ex- 
aminations in  surgery,  obstetrics,  pathology  and  diagnosis  and  therapeu- 
tics, including  practice  and  materia  medica,  to  be  met  after  having 
finished  the  full  period  of  study  and  having  received  the  medical  degree. 
The  regents  may,  in  their  discretion,  accept  as  the  equivalent  of  the 
first  year  of  medical  study  evidence  of  graduation  from  a registered 
college  course,  provided  that  such  college  course  shall  have  included 
not  less  than  the  minimum  requirements  prescribed  by  the  regents  for 
such  admission  to  advanced  standing. 

Medical  Examinations 

Examinations  for  license  to  practice  medicine  in  this  State  will  be  held  on 
the  following  dates : 


Winter 

1906 

1907 

Jan.  30 — Feb.  2 

Jan.  29 — Feb.  * 

Spring 

May  22 — 25 

May  21—24 

Summer 

June  ig — 22 

June  25 — 28 

Autumn 

Sept  25 — 28 

Oct.  1—4 

Winter 

1908 

1909 

„ , 1910 

Feb.  4 — 7 

Feb.  2 — 5 

Feb.  1 — 4 

Spring 

May  19 — 22 

May  18 — 21 

May  24 — 27 
June  28 — July  i 

Summer 

June  23 — 26 

June  22 — 25 

Autumn 

Sept.  22 — 25 

Sept.  21 — 25 

Sept.  27—30 
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Each  candidate  is  notified  as  to  the  exact  place. 

Address  all  communications  concerning  license  examinations  to  Examina- 
tion Division , Education  Department , Albany , N.  Y. 

Students  who  have  passed  anatomy , chemistry , physiology  and  hygiene  will 
be  admitted  to  advanced  standing  in  this  college  without  further  examina- 
tion in  these  subjects. 

List  of  Textbooks. 

Practice  of  Medicine. — *Osler,  Practice  of  Medicine,  $5.50; 
*Striimpell,  $6  ; Albutt,  System  of  Medicine,  $45. 

Physical  Diagnosis. — *Le  Fevre,  $2.25. 

Diseases  of  the  Nervous  System. — *Church  and  Peterson,  Nerv- 
ous and  Mental  Diseases,  $5  ; *Gowers,  Diseases  of  the  Nervous  Sys- 
tem, $8  ; Mills,  the  Nervous  System  and  Its  Diseases,  $6  ; Edinger, 
Central  Nervous  System,  $3  ; Guide  to  Electro-Diagnosis  and  Electro- 
Therapeutics,  Cohen,  Scratchley,  $2. 

Principles  and  Practice  of  Surgery. — *Wharton  & Curtis,  Practice 
of  Surgery,  $6.50  ; *Bryant,  Operative  Surgery,  2 vols.,  $10  ; American 
Textbook  of  Surgery,  $7;  Da  Costa,  Medicine  and  Surgery. 

Orthopedic  Surgery. — *Sayre,  Club-foot,  $1  ; *Sayre,  Orthopedic 
Surgery  and  Diseases  of  the  Joints,  $4. 

Obstetrics. — American  Textbook  of  Obstetrics,  $7  ; *Hirst’s  Ob- 
stetrics, $5  ; Williams’  Obstetrics,  $6  ; Edgar’s  Practice  of  Obstetrics,  $6. 

Gynaecology. — Keating  & Coe,  Clinical  Gynaecology,  $6  ; *Garrigues, 
Diseases  of  Women,  $4.50  ; Dudley,  Gynaecology,  $5;  Hirst,  Gynaecology, 
$5  ; Penrose,  Gynaecology,  $3.75. 

Pediatrics. — * Ashby  & Wright,  edited  by  Northrup,  Diseases  of 
Children,  $5  ; Rotch,  Pediatrics,  $6  ; Holt,  Diseases  of  Infancy  and 
Children,  $6. 

Materia  Medica  and  Therapeutics. — *Cushny,  Pharmacology 
and  Therapeutics,  $3.75  ; *Woods,  Therapeutics  : Its  Principles  and 
Practice.  $5;  *Manual  of  Toxicology,  Brundage,  $1.50;  National 
Dispensatory,  $7.25. 

Physiology. — *Moore,  Elementary  Physiology,  $1.20  ; *Tigerstedt, 
Textbook  of  Physiology,  $4.  Howell’s  Textbook  of  Physiology,  $4. 

Anatomy. — Cunningham,  Text  Book  of  Anatomy,  $6.00;  Gerrish, 
Anatomy  by  American  Authors,  $6.50  ; Gray’s  Anatomy,  Descriptive 
and  Surgical,  $5.50  ; Schultze’s  Practical  Anatomy,  edited  by  Stewart, 
$5-5°  ; Quain,  Anatomy,  $31.50. 

Chemistry. — *Hammarsten,  translated  and  edited  by  Mandel,  Physi- 
ological Chemistry,  $3.20  ; *Arnold’s  Compendium  of  Chemistry,  trans- 
lated by  Mandel,  $2.80  ; *Newth,  Manual  of  Chemical  Analysis,  $1.75  ; 
*Jackson’s  Laboratory  Work  in  Physiological  Chemistry,  $1.00  ; 
Robert’s  Practical  Toxicology,  $2.50. 

Ophthalmology. — *Fuchs’  Textbook  of  Ophthalmology,  $5  ; *de 
Schweinitz’s  Diseases  of  the  Eye,  $5  ; *Nettleship,  Diseases  of  the 
Eye,  $2.25;  Jackson,  Diseases  of  the  Eye,  $2.50;  May,  Diseases  of 
the  Eye,  $4. 

Otology. — * Dench,  Diseases  of  the  Ear,  $5. 

Diseases  of  the  Throat  and  Nose. — *Bosworth,  Diseases  of  the 
Nose  and  Throat,  $4.50  ; *Coakley,  Manual  of  Diseases  of  Nose  and 
Throat,  $2.75. 
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Diseases  of  the  Gf.nito-Urinary  System. — *Bangs  & Hardaway, 
American  Textbook  of  Genito-urinary  and  Skin  Diseases,  $7  ; Morrow, 
Venereal  Memorandum,  $1  ; Morrow,  System  of  Genito-urinaryDiseascs, 
$19.50  ; *White  & Martin,  Genito-urinary  and  Venereal  Diseases,  $6. 

Mental  Diseases. — Clousten,  Clinical  Lectures  on  Mental  Diseases, 
$4.50;  Regis,  Practical  Manual  of  Mental  Medicine,  $2  ; Tuke,  Diction- 
ary of  Psychological  Medicine,  $10 ; Peterson  and  Haines,  Text-book 
of  Legal  Medicine  and  Toxicology,  subscription , 2 vols.,  $10. 

Dermatology. — *Jackson,  Diseases  of  the  Skin,  $2.75  ; Stelwagon, 
Diseases  of  the  skin,  $5  ; Hyde  & Montgomery,  Diseases  of  the  Skin, 
$4.50;  Crocker,  Diseases  of  the  Skin,  $5. 

Histology. — Ferguson,  Normal  Histology  and  Microscopical  Anat- 
omy, $4;  Dunham,  Normal  Histology,  $2.75  ; Boehm  & Davidoff 
(Huber),  $3.50. 

Embryology. — *McMurrich,  Human  Embryology,  $3 ; *Minot, 
Laboratory  Textbook  of  Embryology,  $4.50. 

Bacteriology.— *Park,  Pathogenic  Micro-organism.  (Bacteria  and 
Protozoa,)  $3.75.  Harrington,  A Manual  of  Practical  Hygiene,  $4.25. 

Pathological  Anatomy  and  Histology. — *Stengel,  A Textbook  of 
Pathology,  $5  ; Delafield  & Prudden,  Handbook  of  Pathological 
Anatomy  and  Histology,  $5  ; Ziegler,  General  Pathology,  $5  ; Green, 
Pathology  and  Morbid  Anatomy,  $2.75  ; v’Jaksch,  Clinical  Diagnosis, 
$7-50. 

Diseases  of  the  Rectum. — J.  P.  Tuttle,  $6  ; Goodsall  and  Miles, 
$2.50. 

Life  Insurance  Examinations. — Symonds,  $1. 

Textbooks,  etc.,  may  be  obtained  from  the  Clerk  of  the  College. 

The  textbooks  marked  (*)  are  recommended  for  study  in  preparation  for  the 
recitations  and  as  aids  to  the  practical  courses  of  instruction.  The  other  works 
mentioned  are  recommended  for  collateral  reading  and  as  works  of  reference. 

Special  University  Announcement 

For  young  men  who  purpose,  before  beginning  the  study  of  medicine 
to  complete  a regular  college  course,  the  New  York  University  College 
of  Arts  and  Science,  at  University  Heights,  has  made  the  following  pro- 
vision : 

The  student,  after  completing  his  Freshman  year,  may  take  the 
“ Medical  Preparatory  Course,”  which  will  qualify  him  to  enter  most 
advantageously  the  College  of  Medicine.  After  pursuing  this  course 
throughout  the  Sophomore  and  Junior  years,  he  may  elect,  in  place  of 
his  Senior  year  at  University  Heights,  the  first  year  in  the  Medical 
College  at  First  Avenue  and  East  26th  Street,  provided  that  he  gives 
three  hours  a week  to  college  work  in  Arts  and  Science,  outside  of 
Medicine. 

This  plan  shortens  the  combined  College  and  Medical  courses  from 
eight  years  to  seven  years.  It  is  recommended  only  to  those  college 
students  who  are  of  mature  age.  Others  are  advised  to  take  four 
years  at  College  before  entering  upon  the  course  in  Medicine. 

For  a circular,  address  Universitv  College,  University  Heights,  New 
York. 
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Matriculants 


Fourth  Year 


Fred  William  Arlt,  A.B.  — Conn. 

Richard  Travis  Atkins N.  Y. 

Chester  R.  Brown N.  Y. 

Ralph  Spencer  Cone N.  Y. 

Stephen  H.  De  Coste,  A.B.  .N.  S. 
Joseph  Solomon  Diamond.. N.  Y. 

John  Alfred  Faiella N.  Y. 

George  William  Finke N.  J. 

Solomon  Ganz N.  Y. 

Daniel  Paul  Gillespie N.  S. 

William  Henry  Goldberg. . .N.  Y. 


Stanley  Douglass  Hart Conn. 

Max  Ernest  Jutte Germany 

Francis  A.  Kaicher,  A.B N.  Y. 

Jacob  Kalish Russia 

Ignatius  Kornbluh N.  Y. 

Theodore  Kuttner N.  Y. 


Harry  Michael  Lefkowitsh,  B.S. 

N.  Y. 

Louis  Lesser N.  Y. 

Jacob  Kimber  Levan N.  Y. 

Samuel  Lewis,  Ph.G N.  Y. 

Edmond  Camille  Linton. . . .N.  Y. 

Marvin  Lorde N.  Y. 

Wentworth  Stanley  Macdonald, 

A.B., N.  S. 

Burdge  Perine  MacLean,  Jr.N.Y. 
Lodovico  Mancusi-Ungaro.  .N.  J. 
Joseph  Salmon  Marblestone, 

Ph.G N.  Y. 

Lucian  Bayard  Mitchell. . .Florida 

Total,  Fourth  Year 


Samuel  Moskowitz N.  Y. 

Samuel  Frederick  Mullins.  .Conn. 

Arthur  John  Murphy Utah 

William  Johnathan  Pennock, 

A.B., N.  Y. 

Henry  Fuller  Rathbun...  . . .Wyo. 

George  Gill  Richards Utah 

Stephen  White  Roof N.  Y. 

Julius  Mordecai  Rosenthal.  .N.  Y. 

Samuel  Rosenzweig N.  Y. 

Joseph  Roth N.  Y. 

Edward  Barnard  Ruschli Ind. 

Louis  Sachs N.  Y. 

Marcel  Wesley  Sherwood..  .Texas 
Willard  George  Steadman,  Jr. 

Conn. 

Emil  Stein N.  J. 

Homer  Fordyce  Swift,  Ph.B. 

Penn. 

Isidor  Teplitz N.  Y. 

Morris  Tuch  Conn . 

Howard  Donald  Urquhart, 

A.B N.  S. 

Robert  Pelton  Wadhams,  Ph.B. 

Conn. 

Charles  Wheeler  Walker,  B.S. 

N.  Y. 

James  Jeremiah  Williams,  Jr.  N.Y. 


Raphael  John  Wren Ohio 

Frederic  Josias  Wurtele Wyo. 


Frank  LeRoy  Young,  A.B.  .Tenn 
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Third  Year 


Elias  William  Abramowitz.  .N.  Y. 

Joseph  Israel  Alperin N.  Y. 

Jesse  Willis  Amey N.  Y. 

George  Milton  Bennett N.  Y. 


George  Blackburne N.  J. 

Morris  Bobrow N.  Y. 

Nathaniel  Preston  Brooks,  A.B. 

N.  H. 
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David  Maurice  Brown N.  Y. 

Hugh  Eleazer  Burbank,  Ph.B. 


Mass. 

Henry  Cogan,  LL.  B N.  Y. 

Joseph  Bernard  Cohen N.  Y. 

Chester  Winfield  Cole Conn. 

Joseph  Eugene  Constantine.  N.  Y. 

David  Corn N.Y. 

Louis  Dlugasch N.  Y. 

Harry  Blaine  Etter Penn. 

David  Fettes N.  Y. 

Peter  Nathaniel  Fischer. ..  .N.  Y. 

Benjamin  Freudenfall N.  Y. 

Emanuel  David  Friedman,  B.S. 

N.  Y. 

Eugene  Froehlich N.  Y. 

David  Geiringer N.  Y. 

Morris  Frank  Goldberger. . .N.  Y. 

Charles  Gottlieb N.  Y. 

Benjamin  Gross N.  Y. 


Cornelius  Edward  Hagan  . . . N.  J. 
William  Carl  Haupt,  Ph.G.  .N.  Y. 

Albert  Michael  Healey N.  Y. 

Emanuel  Mitchel  Juster...  N.  Y. 

Isidor  Nathan  Kahn N.  Y. 

Robert  Kahn... N.  Y. 

George  Knauer N.  J. 

Frederick  Kosak N.Y. 

Isaac  David  Kruskal N.  Y. 

Harry  John  Laws Ind. 

Albert  Buist  Levy .Conn. 

Maurice  Joseph  Lippman,  A.B. 

N.  Y. 

Daniel  Stewart  Macnab  . . . .N.  S. 
Leone  Martocci N.  Y. 

Total,  Third  Year. . . 


Philip  Benjamin  Matz N.  Y. 

Harry  Meyersburg N.  Y. 

William  Hobart  Mitchell  . . .N.  Y. 

Benjamin  Naidis N.  Y. 

Edward  O’Connell Conn. 

Edwin  Clifford  Place. N.  Y. 

Daniel  Philip  Platt Conn. 

George  Walter  Potts N.  J. 

Samuel  Sandy  Quittner N.  Y. 

William  Albert  Roberts, . . . .N.  Y. 

Israel  Jacob  Saffir N.  Y. 

Alexander  Hunter  Schmitt.. N.  Y. 

Louis  Shalet N.  Y. 

Herman  Shann N.  Y. 


Edmund  George  Silverman. N.  Y. 
Albert  Vander  Veer  Simmons, 

N.  J. 

Emanuel  Singer. N.  Y. 

Arthur  Peter  Smyth Penn. 

Harold  Joseph  George  Steele  N.Y. 

Horace  Israel  Stern N.  Y. 

Karl  Otto  C.  Stousland,  M.D. 

N.  Y. 

Max  Strauss N.  Y. 

Curt  Otto  von  Wedell,  Jr. . .N.  Y. 
Harrison  Martin  Wallace. . .N.  Y. 

Morgan  Walcott,  Ph.B N.  Y. 

David  Wechsler N.  Y. 

Israel  Wechsler N.  Y. 

John  Willis,  Jr. N.  J. 

Melvin  Wolk N.  Y. 

William  Guttman  Wulfahrt.N.  Y. 
John  Henry  Wyckoff,  Jr...N.  Y. 
Louis  Herman  Zuckerman.  .N.  Y. 

7i 


Second  Year 

John  Aikman N.  Y.  August  Leo  Beck N.  Y. 

Abraham  Jacob  Alexander.  .N.  J.  Henry  Irving  Berger Ind. 

Samuel  Edson  Appel N.  Y.  William  Berkowitz N.  Y. 

Morris  Auslander N.  Y.  Isaac  Block N.  Y. 

David  Bader N.  Y.  George  Gregor  Bohrer N.  Y. 
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Barnet  Seymore  Bookstaber  N.  Y. 

Maxwell  Branner N.  Y. 

Joseph  Elias  Braunstein  . . .N.  Y. 

Kenneth  Warren  Buell N.  Y. 

Noah  Bunin N.  Y. 

Robert  Henry  Carr,  Jr N.  Y. 

John  Harold  Carroll N.  Y. 

Philip  Joseph  Catoggio N.  Y. 

Edward  Schubert  Cockle. . .N.  Y. 

Bernard  Cohen N.  Y. 

William  Morris  Collins NY. 

Sidney  James  Colton N.  Y. 

John  Dennis  Cooney N.  Y. 

William  James  Douglass,  Jr. 

B S N.  J. 

Abraham  Finkelstein N.  J. 

Max  Fischman N.  Y. 

Tracy  Lyman  Fisk N.  J. 

Maurice  Freiman N.  Y. 

John  William  Fruin Conn. 

Solomon  Ginsburg N.  Y. 

Aaron  Harry  Gittleson N.  Y. 

Samuel  Glassman N.  Y. 

Henry  Graefe,  Jr Ohio 

Arthur  Sheldon  Grant, B.S..  Conn. 

Max  Gutman N.  Y. 

Harry  Hausman N.  Y. 

Eugene  Garfield  Herbener.  .N.  Y. 

Marmaduke  Hoy N.  Y. 

John  Huberman N.  Y. 

Walter  Eugene  Hurley,  Ph.G. 

Ph.D N.  Y. 

Alexander  Isaacson N.  Y. 

Edward  Irving  Ives . N.  Y. 

Herman  Sam  Jacobs N.  Y. 

Michael  Jaffer N.  J. 

David  Harold  Karp N.  Y. 

Robert  Buchanan  Kennedy  .N.  Y. 

Stanley  James  Keyes N.  Y. 

James  Matthew  Kiernan. . .Com.  ’ 

Emanuel  Klein N.  J. 

Leopold  Abraham  Koppel  . .N.  Y 
Benjamin  Kovensky N.  Y 


Louis  Charles  Lange N.  J. 

Joshua  Harry  Leiner N.  Y. 

Francis  Joseph  Lennon N.  Y. 

Herman  Perry  Levison N.  Y. 

Leo  Lieberman N.  Y. 

Lansing  Yates  Lippincott,  A.B. 

N.  Y. 

Meyer  Lippman,  B.S N.  Y. 

Nicholas  Lukin  . . .Russia 

Isaac  Horatio  Marcus. . . .. . .N.  Y. 
Lester  Howard  McAllister.  .N.  Y. 
Daniel  Aloysius  McAteer...N.  J. 
Dennis  Edward  McMahon,  A.B. 

Conn. 

Harry  Philip  Mencken N.  Y. 

Gilbert  Miller N.  Y. 

James  Joseph  Norton, A.B.  Mass. 

William  O’Connor,  B.S N.  J. 

Hyman  Joseph  Perlman N.  Y. 

Albert  Stevener  Perpente... . N.  J. 
Augustine  Pietri,  Jr.,  Puerto  Rico 

Bert  Ashman  Prager N.  J. 

Joseph  Leocadio  Ramirez. . .N.  Y. 

Jacob  Reiner N.  J. 

Charles  Henry  Ricker N.  Y. 

Adolph  Irving  Ringer N.  Y. 

Lawrence  Harrison  Rogers, 

A.B N.  J. 

Leopold  Miller  Rohr N.  Y. 

Isaac  Rosenstein N.  Y. 

Aaron  Roth N.  Y. 

Harry  Roth N.  Y. 

Herman  Nathaniel  Rothman  N.Y. 

Michael  Schuman N.  Y. 

Nathan  George  Settel N.  Y 

Harry  Sicherman N.  Y. 

Joseph  Isaac  Singer, A.B. . .N.  Y. 

Joseph  Charles  Skalky N.  Y. 

Max  Spiegel N.  Y. 

Bernard  Stattman N.  Y. 

Frank  Steinke N.  J. 

Jacob  Sarnoff N.  Y. 

Nathan  Schwartz N.  Y. 
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Joseph  Tenopyr N.  Y. 

Sidney  Burnett  Tryon Ohio 

Theron  James  Vosburgh N.  Y. 

Robert  Emmet  Walsh N.  Y. 

Charles  Weber N.  Y. 


Hervey  Clock  Williamson.  .N.  Y. 

George  Baptiste  Witt N.  J. 

Henry  Wolfer,  Jr N.  Y. 

Harry  Wolkowitz N.  Y. 

Alfred  Edwin  Wood N.  Y. 

101 


Total,  Second  Year, 


First  Year 


Delbert  Cleveland  Abbott.  .N.  Y. 

Edward  Johnson  Abbott,  A.B., 

N.  Y. 

Benjamin  Abramowitz N.  Y. 

Edward  Ackerman,  Ph.G...N.  J. 

Bernard  Adorjan N.  Y. 

Samuel  Altman N.  Y. 

Gaspar  Edward  Agramonte.Cuba 

Joseph  Sidney  Amster N.  Y. 

Isidor  Apfelberg N.  Y. 

Philip  Aronson N.  Y. 

Robert  Edgar  Baldwin N.  Y. 

Henry  Amalric  Bancel N.  Y. 

Edmund  Janes  Barnes N.  Y. 

Francesco  Basile N.  Y. 

Marcus  Carl  Beck N.  Y. 

Harry  Berkowitz N.  Y. 

Asher  Bernstein N.  Y. 

Samuel  Joshua  Bernstein  . N.  Y. 

Isidor  Betz N.  Y. 

Charles  Bellwood  Bleasby.  .N.  J. 

David  Bloom N.  Y. 

William  Aloysius  Bohl N.  J. 

Herman  Louis  Bolamuth. . .N.  Y. 

Samuel  Boorstein N.  Y. 

William  Edwin  Boozan,  A.B., 

N.  J. 

Francis  Fowler  Brennen,  Jr  N.  J. 

Henry  Edward  Briody N.  J. 

Joseph  Broadman N.  Y. 

Cornelius  Alphonsus  Byrnes  N.Y. 

Joseph  Cecire N.  Y. 

DeWitt  Franklin  Cline N.  Y. 


Aaron  Burr  Cohen N.  Y. 

Joseph  Maxwell  Cohen N.  Y. 

John  Thomas  Collamore  . . .N.  Y. 

William  Alfred  Conlon N.  Y. 

Philip  Barry  Connolly N.  Y. 

Harold  Welch  Cook. N.  Y. 

Edward  Attilio  Coppola  . . . . N.  Y. 
Henry  Carlton  Courten,  B.A., 

M.A N.  Y. 

John  Danilow N.  Y. 

William  Deixel N.  J. 

John  Joseph  Delany,  Jr.  . . .N.  Y. 

Irving  Comes  Demarest N.  J. 

George  Edward  Deniton N.  Y. 

John  Schuyler  Denton N.  Y. 

Louis  Derdiger N.  Y. 

William  John  Doerfler N.  Y. 

Bernard  Joseph  Dougherty . Minn. 

James  Bennett  Edwards N.  J. 

Kalman  Eisenbud N.  Y. 

Joseph  Patrick  Fallon Maine 

Max  Finkelstein N.  Y. 

John  Henry  Detrich  Finke,Jr.  N.  J. 

Abraham  Fischer Conn. 

Max  Fladen N.  Y. 

Harry  Beams  Franks N.  Y. 

Harold  Munsey  French Conn. 


Meyer  Harry  Freund N.  Y. 

Herman  Friedel N.  Y. 


Henry  Stewart  Fruitnight.  .N.  Y. 
Howard  Andrew  Gilmartin.N.  Y. 
Abraham  Jacob  Goldman.  ..N.  Y. 
Julius  Jerome  Goldstein. . . .N.  Y. 
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Alfred  Goodman N.  Y. 

Mark  Jacob  Gottlieb N.  Y. 

Jacob  Grauer N.  Y. 

Adolph  Greenstein N.  Y. 

Edwin  Albert  William  Griffin, 

N.  Y. 

Walter  Wilson  Griffin N.Y. 

Stefan  Griinfeld N.  Y. 

George  Russell  Guilfoile. . .Conn. 
James  Monroe  Hancock. . . .N.  Y. 
John  Munn  Hanford,  A.B.,  N.  Y. 
Frederick  Casper  Harms  . . -N.  Y. 

Morris  Louis  Harris N.  Y. 

Henry  Heppes N.Y. 

James  Gilbert  Howard N.  Y. 

Louis  Blair  Jameson N.  Y. 

James  Charles  Johnston  . . . .N.  J. 

Peter  Kanofsky .N.  Y. 

Charles  Bernard  Kelley N.  J. 


Harry  Klein N.  J. 

William  Klein N.  Y. 

Jehiel  Kling  N.  Y. 

Lewis  Eichee  Klingon Conn. 

Jacob  Kornblum NY. 

Benjamin  Kramer N.  Y. 

Israel  Moses  Landau Austria 

Samuel  Lax . . .N.  Y. 

Martti  Joel  Leibovici N.  Y. 

Meyer  Lesser N.  Y. 

Samuel  Levine N.  Y. 


Samuel  David  Lieberman. . .N.  J. 

Max  Lindenbaum N.  J. 

David  Linetzky N.  Y. 

Leon  Nachim  Mandelstam, 

Ph.D N.  Y. 

Max  Maschke,  DD.S N.  Y. 

William  Wallace  Mayer N.  J. 

Edward  Dennis  McGiverin.  .N.  J. 
Maurice  Emanuel  Mintz  . . .N.  Y. 


Clive  Adams  Moore N.  J. 

Daniel  Pridham  Morse N.  Y. 

H.  Louis  Moskowitz N.  Y. 

Adolph  Mulstein Austria 


Frank  Patrick  Murphy,  A.B., 

N.  Y. 

Julius  Muscott N.  Y. 

Louis  Nagorsky N.  Y. 

Howard  William  Neail N.  Y. 

Walter  Joseph  O’Keefe Mass. 

Joseph  Patrick  O’Reilly N.  Y. 

Emil  Ariomenus  Pascale. . .N.  Y. 
William  Palmer  Patterson,  B.S., 

M.S N.  J. 

Sumner  Ewart  Perkin  . . . .Wash. 

Jacob  Philipowitz N.  Y. 

Jacob  Polevski N.  Y. 

William  John  Poulin N.  J. 

Thomas  Iliff  Price Colo. 

Elias  Allie  Rayman N.  Y. 

Arthur  Mitchell  Reich N.  Y. 

Isidor  Rettig. . . N.  J. 

Albert  Carl  Rice  Vt. 

Charles  Peter  Roach,  Ph.G.,  N.Y. 
Harry  Maximilian  Robinson,  Ohio 

Victor  Adolph  Robinson N.  Y. 

Albert  Langworthy  Rogers. N.  Y. 

Pierre  Anselme  Rontey N.  Y. 

Max  Meyer  Rosenberg N.  Y. 

Leo  Rosenthal N.  J. 

Samuel  Rothberg N.  Y. 

Eugene  Fairchild  Russell... N.  Y. 

Jacob  Ryshpan N.  Y. 

Bernard  Sacks N.  Y. 

Benjamin  Sahler N.  Y. 

Frederick  Charles  Santaniello, 

N.  Y. 

Gustave  Schmetzer N.  Y. 

David  Louis  Schott N.  Y. 

Henry  Seligman  N.  Y. 

Anthony  Domenico  Semisa  N.  Y. 

Jacob  Shartsis N.  Y. 

Max  Siegelstein N.  Y. 

George  Norbert  Slattery,  A.B.,  111. 

James  Vincent  Smith N.  Y. 

Charles  Solomkin N.  Y. 

Samuel  Sorkin N.  Y. 

Roscoe  Clarence  Sprague  . .N.  Y. 
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Philip  Srebnik N.  Y. 

George  Henry  Steeneck  . . . .N.  Y. 

Arthur  Henry  Stern N.  Y. 

David  Arthur  Stern N.  J. 

Miller  Edward  Trask N.  Y, 

John  Ignatius  Walsh,  A.B.,.N.  J. 
John  William  Warner,  A.B.,.Md. 

Frederick  Washnitzer N.  J. 

Curt  Weber N.  Y. 

Total  First  Year.  . . 

Special  and  Post 

Harry  Elias  Abelson Conn. 

Bernard  Benedet  Badanes..N.  Y. 

Isidor  Berger N.  Y. 

Edward  Ardashes  Bishop  . . N.  Y. 

LeRoy  Mount  Bleyer  ....  N.Y. 

Michael  Bonsole N.  Y. 

Henry  Born N.  Y. 

Emanuel  Brand N.  Y. 

Joseph  William  Buckley. . .Mass. 

Aaron  John  Cohen N.  Y. 

Arthur  Lambert  Cone N.  Y. 

Jacob  David  Davis N.  Y. 

Harry  Tenison  Deane N.  Y. 

Samuel  Micheal  Deitz N.  Y. 

Michael  Louis  Elentuch  . . . .N.  Y. 

George  Bradley  Eller N.  J. 

Samuel  Fine N.  Y. 

Julius  Filler N.  Y. 

Joseph  Fishman N.  Y. 

Louis  Friedman N.  Y. 

Samuel  Friedman.  . N.  Y. 

Samuel  Gerber N.  Y. 

Nathan  Gold N.  Y. 

Meyer  Gilman  N.  Y. 

Ludwig  Bernhard  Goldhorn, 

Germany 

Edward  Graboff N.  Y. 

Paul  Hochberg N.  Y. 

Jacob  Husch  ...  N.  Y. 

Frank  Sumner  Hutchinson . N.  Y. 


Walter  David  Weber 

..N, 

J- 

Walter  David  Weil 

.N. 

Y. 

Louis  Weiss 

.Conn. 

Jacob  Abraham  Wessler. . 

. .N. 

J. 

Alfred  Maximilian  Wise. . . 

.N. 

Y. 

Samuel  Adam  Wittenberg. 

.N. 

Y. 

Theodore  Hugo  Worm 

.N. 

Y. 

Joseph  Zicarelli 

.N. 

Y. 

162 

Graduate  Students 

Archibald  Aaron  Jacobs. . . .N.  Y. 

Jacob  Maurice  Kantro N.  Y. 

Otto  Knoth N.  Y. 

George  August  Koenig N.  Y. 

Charles  Kriegel N.  Y. 

Maurice  Kronfeldt N.  Y. 

Louis  Leon  Lazarnick N.  Y. 

Floyd  Swallow  Leach Pa. 

Charles  Harold  Leibovvich.  .N.  Y. 

Mervin  Arthur  Levy N.  Y. 

Isaac  Lipnitzsky N.  Y. 

Louis  Loewinger N.Y. 

Franklin  Parker  Luckey N.  J. 


David  Ludwig N.  Y. 

James  Bernard  McGrath Vt. 

John  Joseph  McGrath Vt. 


Frank  Beers  McLean N.Y. 

Robert  Hammond  McLeod. Conn. 

David  Julius  Machol N.  Y. 

David  Marks N.  Y. 

Peter  Frederick  Metz Mont. 

Samuel  George  Michlin  . . . .N.  Y. 

Isidore  Pekelman N.  Y. 

Julius  Pensak N.  Y. 

William  Aloysius  Pindar N.  J. 

Milton  Powel  M.D  N.  Y. 

Harry  Edward  Ramsey  . . . .N.  Y. 
Edwin  August  Reinhardt . . .N.  Y. 

Henry  Rilkin N.Y. 

Isador  Harry  Rogow N.  J. 
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Koleman  Galitzky  Rosahu.  .N.  Y. 

Herman  Carl  Rudolph N.  Y. 

Michael  Wohlfeil  Russ  . . . .N.  Y. 

Otto  Sarchy N.  Y. 

Herman  Schlesinger N.  Y. 

Benjamin  Schwartz N.  Y. 

Peter  Segal N.  Y. 

Samuel  Seidman N.  Y. 

Gotthard  Edmund  Seyfarth  .N.  Y. 

William  Shapero N.  Y. 

Harry  Shapiro  . N.  Y. 

Hyman  Silverman N.  Y. 

Solomon  Silverman N.  Y. 

Percival  Simon  Sprinz N.  J. 

Samuel  Steelier . . .N.  Y. 

Charles  Sufrin N.  Y. 


Samuel  Taransky N.  Y. 

Horace  Maynard  Taylor. . .Tenn. 

Herman  Theaman N.  Y. 

Julius  Toff N.  Y. 

Ernest  William  Toshack  . . .N.  Y. 

Charles  Plater  Turner N.  Y. 

Roy  Eldridge  Tuthill Conn. 

Max  Harry  Uberman N.  Y. 

Louis  Charles  Wallach N.  Y. 

Joseph  Louis  Wasserman. . .N.  Y. 
Abraham  Harry  Weisberger.N.  Y. 
George  Milton  Wells,  M.D.,  Ind. 

William  Wolfer N.  Y. 

Abraham  Wolfson N.  Y. 

David  Wurzel N.  Y. 

David  Zimmerman  N.  Y. 


Total,  Special  and  Post  Graduate  Students 91 
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Summary  of  Students 

Fourth  year 

Third  year 

Second  year 

First  year 

Special  and  Post  Graduate 


56 

7i 

101 

162 

9i 


Total  Medical  College 481 

Graduates 

1905—1906 


Fred  William  Arlt,  A.B Conn. 

Richard  Travis  Atkins N.  Y. 

Chester  R.  Brown N.  Y. 

Ralph  Spencer  Cone N.  Y. 

Arthur  Daniell N.  J. 

Stephen  Hubert  DeCoste, 

A. B N.  S. 

Joseph  Solomon  Diamond.  .N.  Y. 

John  Alfred  Faiella N.  Y. 

George  William  Finke N.  J. 

Albert  Stanley  Freedman.  .Penn. 

Solomon  Ganz N.  Y. 

Daniel  Paul  Gillespie N.  S. 

William  Henry  Goldberg  . .N.  Y. 

Jacob  Harris  Goldstein N.  Y. 

Stanley  Douglass  Hart Conn. 

Max  Ernest  Jutte Germany 

Francis  A.  Kaicher,  A.B. . .N.  Y. 

Jacob  Kalish Russia 

Ignatius  Kornbluh N.  Y. 

Theodore  Kuttner N.  Y. 

Harry  Michael  Lefkowitsh, 

B. S N.  Y. 

Louis  Lesser N.  Y. 

Jacob  Kimber  Levan N.  Y. 

Samuel  Lewis,  Ph.G N.  Y. 

Edmond  Camille  Linton  . . .N.  Y. 

Marvin  Lorde N.  Y. 

Wentworth  Stanley  Macdonald, 

A.B  N.  S. 

Burdge'Perine  MacLean,  Jr.  N.Y. 
Joseph  Salmon  Marblestone, 

Ph.G N.  Y. 

Total 


Lodovtco  Mancusi-Ungaro.  .N.  J. 

Lucian  Bayard  Mitchell Fla. 

Samuel  Moskowitz N.  Y. 

Samuel  Frederick  Mullins. Conn. 

Arthur  John  Murphy Utah 

William  Johnathan  Pennock, 

A.B N.  Y. 

Henry  Fuller  Rathbun Wyo. 

George  Gill  Richards Utah 

Stephen  White  Roof N.  Y. 

Julius  Mordecai  Rosenthal. N.  Y. 

Samuel  Rosenzweig N.  Y. 

Joseph  Roth N.  Y. 

Edward  Barnard  Ruschli Ind. 

Louis  Sachs N.  Y. 

Marcel  Wesley  Sherwood  . .Texas 
Willard  George  Steadman,  Jr. 

Conn. 

Emil  Stein. N.  J. 

Homer  Fordyce  Swift,  Ph.B. 

Penn. 

Isidor  Teplitz N.  Y. 

Morris  Tuch Conn. 

Howard  Donald  Urquhart, 

A.B. N.  S. 

Robert  Pelton  Wadhams, 

Ph.B Conn. 

Charles  Wheeler  Walker,  B.S. 

N.  Y. 

James  Jeremiah  Williams,  Jr. 

N.  Y. 

Raphael  John  Wren Ohio 

Frederic  Josias  Wurtele  . . . .Wyo. 
Frank  LeRoy  Young,  A.B.  .Tenn. 

56 
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Alumni  Society 

The  New  York  University  Corporation,  upon  approval  by  the  Bellevue 
Hospital  Medical  College  Corporation  of  the  consolidation  of  the  two 
Medical  Colleges,  enacted  a statute  by  which  the  New  York  University 
adopted  as  her  own  Alumni  all  Graduates  of  the  Bellevue  Hospital 
Medical  College.  Their  names  have  accordingly  been  placed  upon  the 
roll  of  University  Alumni,  with  those  of  the  University  Medical  College. 

The  General  Alumni  Society  of  the  New  York  University  has  in 
preparation  a general  Catalogue  of  the  different  departments.  Circular 
letters  have  been  sent  to  all  the  Alumni,  requesting  them  to  send  to 
the  Secretary  of  the  College  the  following  data : 

1.  (a)  Full  name,  (£)  address,  (c)  place  and  date  of  birth  and  (d) 

college  and  date  of  graduation. 

2.  Literary  colleges  or  last  preparatory  school  attended,  with  dates 

and  degrees  received. 

3.  Degrees  or  titles  received  since  graduation,  with  names  of 

institutions  conferring  same,  and  dates. 

4.  Occupation,  if  medicine,  what  branch,  i.e.,  general  medicine, 

surgery,  eye  and  ear,  etc. 

5.  Professional  positions  held  since  graduation,  with  dates  (i.e., 

hospital  appointments,  army  and  navy  service,  membership, 

etc.,  in  medical  societies,  lectureships,  professorships,  etc.) 

6.  Exact  titles  of  publications,  with  dates. 

7.  Any  information  under  these  heads,  regarding  deceased  Alumni. 

8.  Any  information  not  included  under  above  heads  considered 

worthy  of  record. 

Membership  dues  in  the  General  Alumni  Society  are  one  dollar 
($1.00)  per  year. 

Volume  II.  will  contain  the  Alumni  of  the  University  Medical  College 
Bellevue  Hospital  Medical  College  and  the  University  and  Bellevue 
Hospital  Medical  College,  subscription  price  five  dollars  ($5.00). 

Address  all  communications  to 

EGBERT  Le  FEVRE,"M.D., 

Sec’y,  General  Alumni  Society, 

338  East  26th  St.,  N.  Y.  City. 
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THE  COUNCIL  OF  THE  UNIVERSITY 

The  Council  of  New  York  University,  incorporated  the  18th  of  April,  1831,  is  a self- 
perpetuating  body,  consisting  of  thirty-two  members,  each  holding  office  for  four  years,  or 
until  his  successor  is  elected.  One-fourth  of  the  members  go  out  of  office  each  year  on  the 
fourth  Monday  of  October,  when  their  successors  are  elected  by  the  council. 

Officers  of  the  Council 

President — 

Vice-President — George  Alexander,  D.D. 

Secretary — Israel  C.  Pierson,  Ph.D. 

Treasurer — William  M.  Kingsley 

date  of  Roll  of  the  Council  expiration 

ELECTION.  OF  TERM 

1881.  William  Loring  Andrews. 1906 

1882.  Lemuel  Skidmore 1908 

1883.  William  S.  Opdyke 1907 

1884.  Samuel  Sloan 1909 

1884.  David  Banks 1909 

1887.  George  Alexander,  D.D 1907 

1890.  Israel  C.  Pierson,  Ph.D... 1907 

1890.  William  F.  Havemeyer 1906 

1891.  Henry  M.  MacCracken,  D.D.,  LL.D 1906 

1892.  John  P.  Munn,  M.D 1908 

1898.  Willis  Fletcher  Johnson,  L.H.D. 1907 

1898.  Thomas  E.  Greacen 1907 

1898.  Henry  Van  Schaick 1906 

1899.  William  M.  Kingsley  1906 

1900.  James  G.  Cannon 1906 

1902.  Charles  Stewart  Smith,  LL.D 1908 

1902.  George  F.  Vietor 1909 

1902.  J.  Ross  Stevenson,  D.D 1909 

1902.  William  R.  Richards  D.D... 1909 

1903.  Clarence  H.  Kelsey 1907 

1903.  William  H.  Porter 1907 

1903.  John  H.  MacCracken,  Ph.D 1906 

1903.  Frederick  W.  Devoe 1908 

1904.  Eugene  Stevenson 1908 

1904.  James  Warren  Lane  1909 

1905.  Frank  A.  Vanderlip 1909 

Standing  Committee  on  the  Medical  College 


Dr.  Munn 


Mr.  Porter 


Mr.  Lane 
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Summary  of  University  Statistics 

1905-1906 


DIVISIONS 

Professors. 

Lecturers. 

Instructors. 

Assistants. 

Other 

Officers. 

Total 

Officers. 

Total 

Students. 

Degrees  Con- 
ferred, 1905. 

I.  Arts  and  Science. 

1.  College  of  Arts  and 

Pure  Science  . . 

144 

37 

2.  School  of  Applied 

' 

Science 

184 

20 

3.  Graduate  School.  . ] 

- 

1 

38 

17 

7 

9 

II 

82 

262 

32 

4.  Summer  School. 

287 

5.  School  of  Pedagogy 

1 

343 

28 

6.  WashingtonSquare 

Collegiate  Div.  . j 

262 

11 

7.  School  of  Commerce. 

IO 

17 

1 

2 

30 

411 

16 

II.  Law. 

8.  University  Law 

School 

II 

2 

13 

686 

146 

9 Woman’s  Law  Class. 

I 

3 

4 

52 

III.  Medicine. 

10.  University  Medical 

College 

39 

17 

3i 

26 

57 

170 

481 

47 

11.  Veterinary  College 

12 

1 

1 

1 

15 

5i 

8 

IV.  General. 

12.  Library 

6 

6 

Grand  Total.  . . 

. 

in 

54 

43 

36 

76 

320 

3U45 

345 

Deduct  for  names  counted 

twice 

3 

3 

130 

Net  Total.  . . . 

108 

54 

43 

36 

76 

3i7 

3,033 

345 

In  the  above  total  “auditors”  are  not  reckoned.  Of  these  a large 
number  are  in  attendance  in  the  various  schools  of  the  University. 


Special  circulars  of  the  various  schools  will  be  sent  free  upon 
application  to  New  York  University,  Washington  Square,  N.  Y, 
In  writing  please  state  which  circular  is  desired.  The  General  Cata- 
logue will  be  sent  upon  receipt  of  twenty-five  cents. 


» 

} 
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